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FOREWORD 


This  handbook  has  been  compiled  as  a  reference  for  use  by 
AFFTC  flight  test  engineers  in  the  standard  flight  test  methods, 
techniques  and  procedures  for  airspeed  calibrations.  Suggested 
airspeed  calibration  data  reduction  methods  are  presented. 

Some  of  the  information  included  in  this  reference  applies  to 
the  local  AFFTC  facilities;  however,  the  data  reduction  outlines 
are  for  general  application. 
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INTRODUCTION 


The  position  error  or  airspeed  system  installation  error,  of 
any  test  airplane  must  be  determined  by  flight  test  for  each  teat 
aircraft.  This  error  is  the  result  of  the  disturbance  caused  by 
the  airplane  as  it  moves  through  the  air.  The  magnitude  of  this 
error  can  be  reduced  by  the  proper  selection  of  the  location  for 
the  installation  of  the  pitot-static  sensor  on  the  airplane. 
Figure  I  1  is  an  example  of  a  typical  static  pressure  survey 
obtained  along  the  fuselage.  The  fuselage  static  pressure  survey 
serves  to  determine  the  best  location  on  the  airplane  for  the 
installation  of  the  pitot-static  sensor.  For  flight  test  pur¬ 
poses,  it  is  desirable  to  install  a  pitot-static  probe  on  the  end 
of  a  long  boom  attached  to  the  aircraft  nose  section  or  wing  in 
order  to  locate  the  sensor  in  a  relatively  undisturbed  static 
pressure  field  ahead  of  the  airplane;  however,  the  standard  air¬ 
speed  system  is  also  often  used. 


To  obtain  an  accurate  definition  of  the , airspeed  system 
calibration  the  test  instruments  must  be  carefully  calibrated. 

The  instrument  calibration  laboratory  is  responsible  for  pro- 
vid: .ng  instrument  calibrations.  The  project  engineer  is  required 
to  provide  the  limits  to  which  the  calibrations  ,are  to  be  con¬ 
ducted,  check  the  results  and  decide  if  the  instrument  is  within 
the  required  accuracy  tolerances. 


usih 


on 

Atmi 


Altimeter  instrument  calibrations  are  usually  obtained  by 
ig  a  very  accurate  laboratory  barometer.  The  altitude  scales 
4hese  barometers  are  based  on  the  1962  U.  S.  Standard 


©sphere. 
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Pressure  Distribution  Along  this  Line 


6  ARE  POINTS  OF  MINIMUM  STATIC  PRESSURE  ERROR 


Before  each  airspeed  calibration  flight,  the  engineer  must 
complete  all  preflight  checks  and  define  the  airspeed  range  and 
altitude  for  the  flight.  The  pacer  and  test  aircraft  pilots  must 
be  thoroughly  briefed  and  have  flight  cards  outlining  the  flight 
requirements.  A  postflight  briefing  must  also  be  conducted  to 
check  the  recorded  data  and  note  any  pilot's  comments . 

The  four  methods  most  commonly  used  at  the  AFFTC  to  determine 
aircraft  pitot-static  system  position  error  are: 

1.  Ground  Speed  Course  Method;  This  method  is  used  to  ob¬ 
tain  a  pitot-static  system  calibration  by  flying  the  test  airplane 
at  a  constant  speed  and  altitude  approximately  100  to  200  feet 
above  the  ground  while  recording  the  time  required  to  cover  a 
measured  course.  This  method  is  mainly  used  to  calibrate  rela¬ 
tively  slow-flying  airplanes  with  maximum  airspeed  limits  less 
than  200  knots  (such  as  helicopters). 

2 .  ■  Tower  Fly-By  Method:  This  method  depends  on  the  altim¬ 
eter  to  determine  the  pitot-static  system  position  error  calibra¬ 
tion.  As  the  name  implies,  the  test  airplane  is  flown  past  an 
observation  tower  at  a  constant  airspeed  and  altitude.  The.  tower- 
fly-by  method  is  considered  the  most  accurate  of  the  various 
methods  used  in  obtaining  airspeed  calibrations  at  low  altitude 
and  subsonic  airspeeds . 

'  3.  Stabilized  Pace  Method:  This  method  uses  a  calibrated 
pacer  airplane.  The  calibration  is  accomplished  by  flying  both 
airplanes  abreast  at  a  constant  altitude  and  airspeed.  This 
method  has  the  advantage  of  obtaining  a  large  number  of  data 
points  in  a  relatively  short  time.  The  accuracy  of  this  method 
depends  directly  on  the  combined  accuracies  of  the  pacer  and  test 
aircraft  instrumentation. 
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4.  Acceleration  Method:  (Smoke  Trail  or  Radar  Tracking) 
Airspeed  calibrations  of  the  pitot-static  system  are  accomplished 
at  altitude  in  the  transonic  (0.9  to  1.1  Mach)  and  for  the  super¬ 
sonic  airspeed  range  (above  1.1  Mach)  using  radar  tracking  or  by 
use  of  a  smoke  trail  generated  by  a  pacer  aircraft.  The  method 
using  radar  tracking  is  preferred  at  the  AFFTC.  Airspeed  cali¬ 
brations  using  radar  tracking  axe  accomplished  by  first  having 
a  pacer  or  test  airplane  conduct  a  pressure  altitude  survey  of  the 
test  altitude  region  before  the  accelerations  and  decelerations 
are  conducted.  Correlation  of  radar  tracking  data  and  data  re¬ 
corded  by  the  test  airplane  instrumentation  is  accomplished  by  a 
sidetone  transmitted  by  the  test  airplane.  A  pressure  altitude 
survey  is  required  so  that  tape line  altitude  obtained  from  radar 
tracking  can  be  converted  to  a  usable  pressure  altitude. 

The  snw*e  trail  acceleration  methoa  is  also  used  for  the 
pitot-static  system  position  error  cali  rations  in  the  transonic 
and  supersonic  airspeed  range.  A  pacer  airplane  generates  a  smoke 
trail  at  a  constant  airspeed  and  altitude?  the  test  airplane  then 
accelerates  alongside  the  smoke  trail  starting  at  some  subsonic 
airspeed  and  accelerates  well  beyond  the  Mach  “jump*  and  then 
decelerates.  The  smoke  trail  provides  r.  constant  altitud*  refer¬ 
ence  for  the  test  airplane. 

Mirrpeed  calibration  results  usually  reflect  the  conditions 
and  care  taken  to  obtain  the  test  data.  Some  factors  contrib¬ 
uting  to  the  quality  of  the  test  results  are  the  weather,  pilot 
technique,  and  instrument  accuracy. 

There  are  a  variety  of  airspeed  system  installations  on  the 
numerous  aircraft  manufactured  and  complete  familiarization  with 
the  airspeed  system  being  calibrated  is  essential. 

For  al*  airspeed  calibration  methods,  the  altimeter  atmos¬ 
phere  pressure  reference  must  be  set  at  29.92  inches  of  mercury. 
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ATMOSPHERE  CORRECTIONS 


Altitude  indications  obtained  with  altimeters  calibrated  with 
labratory  baroneters  which  have  the  scales  based  on  the  old  NACA 
Atomosphere  (NACA  Report  No.  538,  1948)  can  be  corrected  to  the 
1962  E.S.  Standard  Atmosphere. 

Altitude  indications  nay  be;  corrected  for  differences  in 
atmospheres  utilizing  the  following  outline: 


1.  H. 


i . 


AH. 

1C 


Hic 


4. 


1C 


Indicated  pressure  altitude  (NACA  1948 
Atomsphere) 

Instrument  correction 

(1)  ♦  (^) ,  indicated  altitude  corrected  for 
instrument  error  (NACA  1948  Atomsphere) 

Ambient  pressure  utilizing  c  in  one  of  the 
following  equations: 

P,  *  29.92126  (1-0 .00000687635  H.  )  5.2561 
aic  1C 

(for  H.  <  36089  feet) 

ic  ,  - - 


For  altitude  at  or  above  36,089  feet  use  the 
following  equation: 

35332-Hic 

Paic  -  6.92425  (2.7182818)  ( 259  IT. 78  ] 

Altitude  (U.S.  Standard  Atmosphere)  is  ob¬ 
tained  using  the  calculated  Paic  in  the 
equation: 


p 

l-(  aic 


1 

t  r."25T9 


Hic  * 


(for  P  >6.68322) 
aic 

For  altitude  (1962  U.  S.  Standard  Atmosphere) 
above  36,089  feet,  use  the  calculated  Pa  in  the  following 
equation:  .  1C 


47907.24  In  (  ic _ ) 


H.  -  4901.7  - 
ic 


In  10 


Altitude  data  obtained  by  use  of  the  NACA  Atmosphere,  1948, 
may  also  be  corrected  to  the  U.  S.  Standard  Atmosphere  by  applying 
the  correction  obtained  from  figure  II  1. 


O'.her  previously  published  atmospheres  are  presented  in  fig¬ 
ure  II  2  and  a  comparison  of  three  standard  atmospheres  is  pre¬ 
sented  in  figure  II  3.  It  must  be  noted  that  the  standard  atmos¬ 
phere  published  in  the  NACA  Report  No.  1235  closely  approximates 
the  presently  used  1962  U.  S.  Standard  Atmosphere,  up  to  an  alti¬ 
tude  of  60,000  feet. 


Source:  Reference  8 


Z  -  Geometric  Feet  »I  -  GeoDCtential  Feet 


Pressures 

Tabulated  Are 

In  Units  Of 

Inches  Of 

Mercury  Absolute 

(1) 

(2) 

(3) 

(4) 

NACA  210 

NACA  1235 

ARDC 

IJ.S.  STD 

Z  or  H 

I2AL  JAL 

1955  _(U)_ 

1956  _£!U 

I'A’LILA 

0 

29.92 

29.9213 

29.921 

29.9213 

5,000 

24.89 

24.8959 

24.896 

24.8959 

10,000 

20.58 

20.5769 

20.577 

20.5770 

15,000 

16.88 

16.8050 

16.886 

16.3858 

20,000 

13.75 

13.7501 

13.750 

13.750 

25,000 

30,000 

35,000 

40,000 

11.10 

8.380 

7.036 

5.541 

11.1035 

8.88541 

7.04060 

5.53301 

11.103 

8.8854 

7.0406 

5.5380 

11.1035 

8.88544 

7.04062 

5.53802 

45,000 

4.364 

4.35497 

4.3549 

4.35498 

50,000 

3.436 

3.42466 

3.4246 

3.42466 

55,000 

2.707 

2.69308 

2.6931 

2.69308 

60,000 

2.132 

2.11778 

2.1178 

2.11773 

65,000 

70,000 

75,000 

80,000 

1.680  1.66538 

1.3096 

*80985 

1.66537 

1.31046 

1.03290 

.815462 

85,000 

.644846 

90,000 

1 

.$0397 

.510745 

95,000 

.405172 

LOO, 000 

.-’i  951 

.321922 

Fl|irt  II  2  COMPARISON  OF  VARIOUS  STANOARO  ATMOSPHERES 
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INSTRUMENT  CALIBRATIONS 


The  Test  and  Environmental  Evaluation  Section  (Calibration 
Laboratory)  is  responsible  for  accurately  calibrating  flight  test 
instruments .  The  instruments  are  calibrated  in  accordance  with 
the  specific  instructions  of  the  work  order  request.  The  re¬ 
quester  must  clearly  specify  the  range  and  increments  of  the 
calibration. 

Airspeed  indicators  are  usually  calibrated  in  increments  of 
10  knots  for  both  650-  and  850-knot  indicators.  Other  airspeed 
indicators  (for  helicopter,  zero  to  170  knots)  are  calibrated  in 
other  increments,  depending  on  the  range  specified.  The  calibra¬ 
tions  are  usually  conducted  with  increasing  readings  until  the 
maximum  value  of  the  range  specified  is  reached.  This  portion  of 
the  calibration  is  the  "up*  calibration.  The  procedure  is  re¬ 
versed  by  starting  with  the  maximum  value  reached  and  using  de¬ 
creasing  values  until  the  minimum  starting  value  is  again  reached. 
This  portion  is  called  the  "down*  calibration.  The  difference  , 
between  the  "up*  and  -down*  values  at  any  specific  point  is  the 
hysteresis  value.  The  quality  of  the  instrument  is  to  some  extent 
determined  by  the  magnitude  of  the  hysteresis.  A  small  hysteresis 
usually  indicates  a  more  accurate  instrument .  The  correction  to 
be  applied  is  the  difference  between  the  preset  value  on  the 
manometer  and  the  value  indicated  on  the  instrument*  The  correc- 
tion  value  to  be-applied  is  usually  the  average  of  the  "up“  and 
"down*  value. 

The  altimeter  calibration  procedure  is  very  similar  to  the 
procedure  used  for  airspeed  indicator  calibrations.  An  “up*  and 
“down"  calibration  is  normally  performed  in  1, 000-foot  increments 
to  20,000  feet,  and  2,000-foot  increments  to  the  desired  altitude 
above  20,000  feet. 
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AVERAGE  CORRECT  UN  -0.  3  055«t  E-00 

AVERAGE  HYSTERESIS  0.3M*5t-0C 

MAXI  MU  M  POSITIVE  C.'E  -  E.  •  :  P.lTOOSi  j  )  STD-  0.2800LE  rs 

■MAXIMUM  Ni-jATTVE  Cx'A  '  ■  .  ’  i  .‘N  -C.3uCC^i  ;  STD-  0.40000E  CJ 

MAXIMUM  HYSTERESIS  O.ZCGCCE  31‘  STD-  0.4PD00E  03 


Airspeed  indicator  and  altimeter  instrument  calibrations  must 
be  carefully  checked  because  of  the  importance  of  these  parameters 
in  determining  overall  aircraft  performance.  Figures  III  1  and 
III  2  are  typical  laboratory  calibrations  for  an  altimeter  and  an 
airspeed  indicator,  respectively. 

Altimeters  are  designed  to  compensate  for  variations  in  am¬ 
bient  temperature  conditions;  however,  laboratory  calibrations 
have  shown  that  not  all  altimeters  adequately  compensate  for 
changes  in  environmental  temperature.  Environmental  calibrations 
for  various  altimeters  have  shown  the  normal  calibrations  to 
change  as  much  as  50  to  75  feet  (at  40,000  feet)  for  a  change  of 
approximately  10  degrees  C.  Other  altimeter  calibrations  have 
shown  negligible  temperature  effects.  The  effects  of  environ¬ 
mental  temperature  change  on  altimeters  is  unpredictable  and 
altimeters  should  be  checked  for  temperature  effects  if  the  instru¬ 
ment  is  to  be  used  in  a  temperature  environment  that  differs 
markedly  from  that  of  the  calibration  laboratory. 
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AIRSPEED  CALIBRATION  METHODS 


Sevfrci  methods  are  used  to  obtain  airspeed  calibrations. 

The  groundspeed  course,  tower  fly-bys ;  stabilized  paces,  and  smoke 
ti^il  accelerations  are  the  four  most  common  methods  of  obtaining 
the  position  error  curve.  Ocher  methods  for  calibrating  pitot- 
static  airspeed  systems  use  the  trailing  bomb,  trailing  cone,  and 
radar  or  Askania  tracking. 

The  trailing  bomb  method  uses  a  bomb  with  a  static  pressure 
sensor  which  trails  below  and  slightly  behind  the  aircraft.  The 
trailing  bomb  installation  is  primarily  used  to  measure  the  pres¬ 
sure  altitude  of  the  airplane  by  a  pressure  sensor  outside  the 
disturbed  flow  field  of  the  test  aircraft.  The  static  pressure  is 
transmitted  to  instrumentation  aboard  the  airplane  through  tubing. 
Instability  of  the  bomb  at  high  and  low  airspeeds  and  high  lag  are 
its  main  disadvantages. 

The  trailing  cone  is  a  fairly  recent  development.  The  func¬ 
tion  of  this  system  is  the  same  as  that  of  the  trailing  bomb. 

This  system  is  designed  to  directly  measure  the  pressure  altitude 
(same  as  the  trailing  bomb)  since  the  disturbed  flow  around  the 
aircraft  returns  to  ambient  pressure  at  some  distance  behind  the 
airplane.  Airspeed  calibrations  to  higher  airspeeds  can  be  ac¬ 
complished  with  this  system  since  the  cone  is  stable  at  the 
higher  airspeeds. 

Askania  (phototheodolite)  or  radar  tracking  is  used  to  cali¬ 
brate  airspeed  system  installations  at  high  altitudes  and  high 
speeds.  This  method  provides  a  tapeline  altitude  which  is  con¬ 
verted  to  pressure  altitude  for  use  in  determining  the  position 
error.  A  pressure  survey  must  be  accomplished  in  the  test  alti¬ 
tude  region  where  the  calibration  is  to  be  conducted.  The  pres¬ 
sure  survey  is  performed  with  a  calibrated  pacer  aircraft  or 
weather  balloon. 
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Following  are  descriptions  and  suggested  procedures  for  con¬ 
ducting  calibrations  by  the  four  most  commonly  used  airspeed 
calibration  methods : 


The  groundspeed  course  method  is  most  commonly  used  in 
calibrating  airspeed  system  of  relatively  slow  airplanes  (less 
than  200  knots)  and  is  extensively  used  to  calibrate  helicopter 
airspeed  systems.  The  objective  of  this  test  is  to  obtain  true 
airspeed  from  time  and  ground  distance  measurements.  The  test 
airplane  is  flown  over  a  measured  course  at  a  constant  speed  from 
100  to  200  feet  above  the  ground.  Each  pass  is  repeated  in  the 
opposite  direction  to  average  the  groundspeed  and  effectively 
cancel  wind  effects.  Height  above  the  ground  should  be  at  least 
one  wing  spean  to  preclude  errors  from  ground  effect.  Calibrated 
airspeed  is  obtained  from  the  resulting  true  airspeed,  ambient 
temperature,  and  pressure  altitude.  The  airspeed  position  error 
(AVpc)  is  calculated.  From  this  error  the  static  pressure  error 
( AHpC )  may  be  determined.  In  this  test,  as  in  all  airspeed  cali¬ 
bration  tests,  the  total  head  error  is  assumed  to  be  zero  or 

I 

negligible.  On  some  very  slow  aircraft,  such  as  the  helicopters, 
swivel  pitot-static  heads  iru^y  be  installed  to  reduce  the  pos¬ 
sibility  of,  introducing  a  total  head  error  due  to  high  tingles,  of 
attack  or  sideslip. 

The  accuracy  of  this  test  is  a  direct  function  of  :he  timing 
accuracy,  with  accurate  timing  becoming  more  critical  a:  the 
higher  speeds  w  The  best  time  to  conduct  this  test  is  e«irly  in 
the  morning  when  calm  wind  and  nonturbulent  conditions  usually 
prevail.  Other  factors  contributing  to  the  accuracy  of  data  are 
the  errors  due  to  instrument  readability  and  altitude  estimation 
for  determining  ambient  temperatures  required  for  calculation  of  • 
calibrated  speed.  Figure  IV  1  and  IV  2  show  the  location  of  the 
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North 


Note: 

All  Dimensions  are  in  Feet. 


Figirt  IV  2  LOW  ALTITUOE  GROUND  SPEED  COURSE  DIMENSIONS 
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AFFTC  low  altitude  speed  course  on.  Rogers  Dry  Lake.  Figure  IV  3 
depicts  the  South  Base  course  usually  used  by  helicopters „  Figure 
IV  4  illustrates  the  error  in  true  airspeed  resulting  from  a 
1-second  timing  error  for  both  speed  courses. 

The  following  checklists  are  presented  for  planning  and  per¬ 
forming  a  pitot-static  system  calibration  by  the  groundspeed  course 
mehtod : 


Engineer's  Checklist. 

Schedule  test  airplane  as  prescribed  in  latest  revision  of 
AFFTC  Regulation  55-15. 

Preflight 

1.  Check  on  maintenance  status  of  airplane. 

2.  Notify  the  maintenance  control  section  of  the  schedule  , 
and  if  required,  request  an  instrumentation  preflight  and  post¬ 
flight  check,  and  request  a  preflight  continuity  and  leak  check  of 
the  airspeed  system. 

3.  Obtain  an  accurate  stopwatch.  (It  is  a  good  practice  to 
have  a  second  stopwatch  as  a  backup.) 

4.  Prepare  a  flight  card  and  select  the  airspeed  points  to 
be  flown  (see  figure  IV  5) . 

5.  Brief  pilot  on  all  details  of  proposed  calibration  flight. 

6.  Brief  flight  observer,  if  an  observer  is  to  record  data, 
when  the  pilot  is  briefed. 


7.  Request  ambient  temperature  and  pressure  be  recorded 
periodically  by  ground  personnel  or  the  weather  organization 
during  the  test. 

Flight  Phase 

1.  Set  altimeter (s)  at  29.92  in.  Hg. 

2.  Operate  any  instrumentation  required  to  record  test  data. 

3.  Record  test  data  on  a  form  as  shown  in  figure  IV  5. 

4.  Provide  event  marks  for  data  identification. 

5.  Record  any  significant  remarks  or  observations. 

Postf light 

1.  Hold  post flight  briefing. 

2.  Obtain  data  card  from  pilot  or  observer. 

3.  Check  all  recorded  data  carefully. 

4.  Request  an  instrumentation  post flight  check  if  required. 

5.  Obtain  weather  recordings. 


Pilot’s  Checklist. 


Pref  7  ight- 

1.  Check  status  of  airplane . 

2.  Hold  briefing  with  project  engineer. 

3.  Obtain  flight  test  data  cards. 

Flight  Phase  (if  no  observer  is  utilized) 

Use  same  checklist  as  used  by  the  project  engineer. 

.stflight 

1.  Hold  postflight  briefing  with  project  engineer. 

2.  Review  all  recorded  calibration  data  with  project 
engineer . 

3.  Provide  any  remarks  or  observation  required  for  explana¬ 
tion  of  recorded  data. 

Flight  Observer's  Checklist. 

Pref light 

1.  Attend  briefing  with  pilot  and  project  engineer. 

2 .  ,  Obtain  data  card . 

3.  Obtain  stopwatch. 

4.  Obtain  detailed  instructions  required  for  operation  of 
instrumentation . 
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Data  Reduction  Outline. 

The  following  is  a  data  reduction  outline  for  a  groundspeed 
course  calibration : 


Step 

Parameter 

Unit 

Description 

© 

Point  No. 

— 

Sequence 

© 

Direction 

— 

General  heading 

© 

Counter  No. 

Correlation 

© 

Time 

hr  and  min 

Time  of  day 

© 

Course  Length 

feet 

Length  of  course  used 

© 

tl 

sec 

Time  of  initial  pass 

© 

t2 

sec 

Time  of  pass  in  the  reciprocal 
direction 

© 

V91 

ft  per  sec 

Ground  speed  initial 

pass 

© 

V92 

ft  per  sec 

(5 )/Cfy  Ground  speed  of  recip¬ 
rocal  pass 

© 

V9avg 

ft  per  sec 

(©+©>/©  Average  ground 
sp&ed  w 

© 

vtt 

knots 

@  x  0.5921 

© 

vil 

knots 

Indicated  airspeed,  initial  pass 

© 

<N 

•H 

> 

knots 

Indicated  airspeed,  reciprocal 
pass 

© 

AVici 

knots 

Airspeed  indicator  instrument 
correction,  initial  pass 

© 

AVic2 

knots 

Airspeed  indicator  instrument 
correction,  reciprocal  pass 

© 

Vici 

knots 

©  +  (14),  Airspeed  corrected  for 
instrument  error 

© 

Vic2 

knots 

(O)  +  (£3),  Airspeed  corrected  for 
Instrument  error 

Step 

Parameter 

Unit 

Description 

© 

v 

ic  avg 

knots 

(©+©)/  2,  Average  indi¬ 
cated  airspeed 

%9) 

\ 

feet 

Indicated  altitude,  initial 
pass 

® 

% 

feet 

Indicated  altitude,  reciprocal 
pass 

& 

AH. 

1C1 

feet 

Altimeter  Instrument  correc¬ 
tion,  initial  pass 

© 

“iC2 

feet 

Altimeter  instrument  correc¬ 
tion,  reciprocal  pass 

© 

X 

feet 

(Si  +  6a ,  Indicated  altitude 
corrected  for  instrument  error, 
initial  pass 

© 

Ei°2 

feet 

62,  +  £4,  Indicated  altitude 
corrected  for  instrument  error, 
reciprocal  pass 

© 

Hic  avg 

feet 

(  ^3*  +  24  )/  2,  Average  indi¬ 
cated  altitude 

Is 

. 

\ 

deg  C 

Indicated  temperature,  initial 
pass 

i  t 

© 

S 

deg  C 

Indicated  temperature,  recip¬ 
rocal  pass 

© 

% 

deg  C 

Temperature  corrected  for 
instrument  error 

© 

At. 

l2 

deg  C 

Temperature  corrected  for 
instrument  error 

(So, 

tiCl 

deg  C 

©  ■¥  ©  , .  Indicated  temperature 
corrected  for  instrument  error 

& 

>2 

dag  C 

©  +  (29),  Indicated  temperature 
corrected  for  instrument  error 

© 

fcic  avg 

deg  C 

(  ^  +■  @  )/  2,  Average  indi¬ 
cated  temperature 

i 

i 

© 

ic  avg 

deg  K 

(32)  +  273.16,  Average  temperature 
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Unit 


Step  Parameter 


Description 


deg  C  Test  ambient  temperature  (re¬ 

corded  by  ground  personnel, 
weather  station  or  by  airplane 
instrumentation) 


© 

Tat 

deg  K 

Test  ambient  temperature, 

(34)  +  273.16 

© 

Pa 

in.  Hg 

Ambient  pressure  (recorded  by 
ground  personnel,  airplane 
altimeter  or  weather  station) 

@ 

AH 

feet 

Estimated  height  above  ground 

© 

APa 

in.  Hg 

{  (37)  x  0.001) 

© 

Paa/c 

,  in.  Hg 

©-© 

© 

tawb 

deg  F 

Wet  bulb  ambient  temperature, 
recorded  by  ground  personnel 
or  weather  station 

© 

tadb 

deg  F 

Dry  Bulb  ambient  temperature 
recorded  at  same  time  as  step 

© 


NOTE :  Determine  if  a  hmniditv  correction  is  requited  by  using 
figure  V  13  and  steps  (40)  and  (4l)  .  If  no  humidity  correction  is  , 
required,  omit  data  reduction's teps  (48)  through  (55)  ;  however,  if  a 
correction  is  required,  then  omit  steps  (42)  through  (47)  .  (An  80 
percent  relative  humidity  condition  results  in  approximately  1.0 
knot  error  for  each  100  knots  of  airspeed  if  the  humidity  correc¬ 
tion  is  neglected.) 


© 

°t 

9.6306  @  /  @ 

© 

/5t 

— 

'10 

© 

ve 

knots 

uy  x  (43),  Equivalent  airspeed, 

© 

AVc 

knots 

Compressibility  correction, 
small  at  low  altitude  and  air 
speed  less  than  200  knot? 
figure  V  5  in  the  Appendix 

© 

vc 

knots 

W4)  +  (45),  Calibrated  airspeed, 

Vo  +  AVC 
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©  ©  ®  ©  © 


Unit 


Step  Parameter 


Description 


knots 


©  -  ©,  Airspeed  position 
error  correction 


in.  Hg  Figure  V  13  and  steps  @  and  (41) 


a/c  Corr 


in.  Hg 


©  -  (0.374  @  ) ,  Airplane 

ambient  pressure  corrected  for 
vapor  pressure 

9.6306  ©/© 


©  AY 


knots 


knots 


knots 


knots 


Equivalent  airspeed. 


Compressibility  correction, 
small  at  low  altitude  and  air¬ 
speed  less  than  200  knots, 
figure  V  13  in  the  Appendix 

©  +  ©  ,  Calibration  airspeed, 

V  =  V  +  AV 
c  e  c 


The  following  is  a  reduction 
temperature  probe  recovery  factor; 

TT  2  rt _ 2 


vtt2/7592 


'Corr 


(knots) 


deg  K 


“  QJ)  r  Airspeed  position 
error  correction 

outline  to  determine  the  test 


t  @  y 


/7592 


©  +  ATic#  indicated  tempera¬ 
ture  (FAT)  corrected  (from 
figure  IV  6) 

Temperature  probe  recovery 
factor  from  the  slope  of  _ 
TiCCon.  vs  Vtt2/7592,  ©  vs  © 

From  ©  and  ©  ,  Indicated  Mach 
number 


figure  V  6  in  the 


(25)  and  (5 
Appendix 


©  or  ©  x  ©,  Position  error 
correction 


1/knot 


®@©  ©  ©■  ©  ©©©©©© 


General  Remarks. 


The  temperature  probe  calibration  is  conducted  on  the  assump¬ 
tion  that  the  ambient  temperature  does  not  change;  however,  since 
the  temperature  will  usually  change,  it  becomes  necessary  to  make 
a  check  by  reflying  the  first  point  under  conditions  similar  to 
the  first  pass  and  recording  the  indicated  temperature  (ti) .  A 
prorate  plot  is  then  made  by  plotting  the  indicated  temperature 
(Tic)  recorded  for  the  first  and  the  repeated  pass  against  time  of 
day  (figure  IV  6) .  Differences  in  the  two  indicated  temperatures 
can  be  attributed  to  the  change  in  ambient  temperature.  This  plot 
is  then  used  to  correct  the  indicated  temperature  recorded  during 
the  test  period. 

Figure  IV  7  and  IV  8  are  plots  usually  used  to  obtain  temper¬ 
ature  probe  recovery  factors . 

2 .  "’ower  Fly-Byethod : 

The  tower  fly-by  method  is  considered  the  most  accurate  of 
the  commonly  used  methods  for  obtaining  an  airspeed  (static 
source)  position  error  calibration.  With  this  method,  the  al¬ 
timeter  is  used  to  di-ectly  measure  the  static  pressure  source 
error. 


Tower  fly-by  data  are  usually  reduced  by  one  of  two  methods . 
The  objective  of  both  methods  is  to  obtain  the  pressure  altitude 
of  the  test  airplane  when  flown  past  an  observation  tower.' 

Barometric  Pressure  Source.  • 

This  method  derives  the  test  airplane  ambient  pressure 
in  inches  of  mercury  by  using  the  barometric  pressure  readings 
(Pa) .  A  very  accurate  pressure  transducer,  such  as  a  Kollsman 
Pressure  Monitor  (PPM) ,  can  be  used  to  obtain  ambient  pressure. 
The  pressure  at  the  test  altitude  is  then  obtained  by  subtracting 


the  incremental  pressure  corresponding  to  the  incremental  height 
(AH^)  observed  at  the  fly-by  tower.  The  resulting  test  pressure 
ac  the  test  altitude,  (P*^^)  obtained  in  inches  of  mercury,  is 
then  converted  to  the  equivalent  pressure  altitude  (Hca/C) 
units  of  feet,  the  observed  incremental  height  (AHt)  is  con¬ 
verted  to  incremental  pressure  by  the  approximate  relation,  0.001 
inches  of  mercury  equals  1  foot  of  altitude,  (.001  in.  Rg  »  1 
foot) . 

The  following  equations  are  used  to  derive  the  test  pressure 
altitude: 


>  -  P,  -  (0.001  x  AH. ) 

aa/c  a  t 


or  H 

AH. 


-  H  +  AH 
ca/c  c 


*  H 

pc  c 


a/c 


-  H 


ic 


The  position  error  (AH^)  is  the  difference  between  pressure 
altitude  and  the  indicated  altitude  observed  at  the  instant  the 
airplane  passes  the  observation  tower. 

Ground  Block  Method. 

The  preferred  method  for  tower  fly-by  data  reduction  at  the 
AFFTC  is  the  "ground  block  method" .  This  method  usually  gives 
more  accurate  data  than  the  barometric  pressure  method.  All 
tower  fly-by  data  for  the  AFFTC  pacer  aircraft  are  reduced  by  this 
method. 


The  advantage  of  the  ground  block  method  is  that  the  calibra¬ 
tion  results  depend  on  incremental  readings  of  the  altimeter (s) 
installed  in  the  test  aircraft  and  no  other  pressure  references 
are  introduced.  It  is  important  that  the  altimeter (s)  be  carefully 


calibrated,  checked  for  stickiness  or  sluggishness  and  mounted  , 
in  a  panel  where  a  vibrator  is  provided.  Tapping  or  vibrating 
the  altimeter  will  relieve  the  internal  friction  and  decrease 
the  hysteresis  of  the  instrument. 

With  the  ground  block  method,  pressure  altitude  (HC)  is  ob¬ 
tained  by  adding  the  height  of  the  test  airplane,  obtained  from 
the  fly-by  tower  observation,  to  the  test  aircraft  altimeter 
reading  recorded  prior  to  takeoff.  Several  ground  block  readings 
of  the  test  aircraft  altimeters  are  required  at  various  locations 
and  the  corresponding  time  of  day,  before  and  after  the  flight, 
for  a  complete  tower  fly-by  calibration.  These  altimeter  ground 
block  readings  are  normally  recorded  prior  to  takeoff,  and  a 
short  time  after  the  test  aircraft  has  landed.  One  or  several 
altimeters  may  also  be  read  at  the  location  of  the  test  aircraft 
prior  to  takeoff  and  after  landing.  These  altimeters  are  also 
taken  to  the  observation  tower  and  read  and  recorded  for  each  pass 
These  extra  altimeter  readings  are  used  as  an  aid  in  interpreting 
ground  block  barometric  pressure  trends . 

Tower  fly-bys  are  normally  conducted  early  in  the  morning 
because  of  weather  and  air  traffic  considerations. 


The  AFFTC  fly-by  tower  is  located  northwest  of  the  approach 
end  to  runway  22  about  500  feet  from  the  west  shore  of  the  dry 
lake.  (See  figure  IV  22.)  The  tower  is  located  on  the  dry  lake 
to  take  advantage  of  the  smooth  air-conditions  which  normally 
prevails  over  the  dry  lake  during  the  early  morning  hours. 
Figures  IV  18  to  IV  21  show  the  tower  installation  and  details. 

A  map  of  the  main  base,  figure  IV  22,  indicates  the  location  and 
route  to  the  tower. 
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Electrical  power  for  the  tower  is  supplied  by  an  electric 
powerplant  driven  by  an  internal  combustion  engine.  The  powerplant 
is  housed  in  an  all-metal  shelter  at  the  base  of  the  tower.  The 
power  unit  is  started  by  placing  the  start-stop  switch,  which  is 
located  on  the  instrument  panel  as  shown  in  figure  IV  21,  to  the 
"start*  position.  Once  the  engine  is  running,  the  switch  is  re¬ 
turned  to.  the  "run-  position.  Electrical  power  supplied  to  the 
tower  is  115  vac/60  cycles,  220  vac  for  the  heater  and  28  vdc  for 
instrumentation  is  provided  by  a  rectifier  unit  installed  in  the 
observation  cab.  The  power  unit  is  stopped  by  moving  che  switch 
to  the  "stop"  position  and  held  there  until  the  engine  stops. 
Extensive  cranking  of  the  engine  may  be  required  when  attempting 
to  start  the  powerplant  during  cold  weather.  Usually  about  10 
seconds  of  continuous  cranking  will  be  required  to  pump  fuel  to 
the  carburetor.  Choking  is  not  required  since  this  function  is 
automatic.  The  shelter  doors  must  be  left  open  during  operation 
to  provide  proper  ventilation  for  engine  cooling.  The  powerplant 
must  be  started  before  going  upstairs  to  the  tower  observation 
cab  in  order  to  avoid  the  inconvenience  of  having  to  descend  to 
start  the  unit. 

The  powerplant  is  checked  and  serviced  periodically  by 
Civil  Engineering  (Work  Control  Of  f  ice  :■  extension  3330).  , 

A  radio  unit  is  provided  for  communication  with  the  test 
aircraft  or  the  main  control  tower.  Channel  1  (tower  frequency, 
236.6  me)  is  normally  used  when  conducting  tower  fly-by  tests. 

This  is  necessary  since  the  test  aircraft  is  required  to  report 
to  the  contrcl  tower  after  turning  on  the  approach  leg  of  each 
fly-by  pass.  Conversations  on  Channel  1  (tower  frequency)  must 
be  kept  to  a  minimum  in  order  not  to  interfere  with  communica¬ 
tions  between  the  tower  and  other  aircraft  in  the  vicinity.  The 
radio  call  for  the  fly-by  tower  is  "Edvards  Fly-By*. 
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A  telephone  is  also  provided  in  the  tower  and  the  extension 
numb-^r  is  3659.  Communications  with  Edwards  control  tower  can  be 
obtained  by  calling  telephone  extension  4620  or  3420  if  the  fly  -by 
tower  radio  becomes  inoperative  and  communication  with  the  test 
aircraft  is  required. 

Figure  IV  11  is  the  calibration  of  the  fly-by  tower  theodolite. 
Information  regarding  distances  and  elevations  is  provided  on  the 
calibration  plot.  Additional  information  is  also  presented  in 
figure  IV  13.  for  the  various  elevations  required  for  calculation 
of  tower  fly-by  data  obtained  from  either  the  tower  on  the  lake  or 
the  east  Askania  tower  (stand-by  facility) .  These  elevations  may 
be  required  for  reduction  of  tower  fly-by  data  by  the,  ground  block 
method.  The  theodolite  calibration  is  for  use  with  data  obtained 
with  either  the  cameras  or  the  peep  sight. 

Tower  fly-by  data  are  obtained  by  hand  recorded  observations 
through  the  peep  sight.  Data  can  also  be  recorded  on  film  by  a 
Polaroid  camera.  The  camera  data  are  considered  to  be  supple¬ 
mental  information  and  should  not  be  obtained  in  lieu  of  peep 
sight  readings.  The  Polaroid  camera  film  will  have  to  be  obtained 
from  Base  Supply.  Operating  instructions  for  the  Polaroid  camera 
are  provided  in  the  Appendix.  A  4  x  5  inch  picture  is  obtained, 
which,  if  photographed  at  the  right  time,  will  contain  an  image  of 
the  airplane  behind  the  grid.  (See  example,  figure  IV  17.)  A 
series  of  alligator  clamps  axe  installed  along  the  upper  edge  of 
the  east  window  to  hold  the  processed  pictures  as  the  test  air¬ 
plane  is  photographed  on  each  fly-by  pass . 

A  free  air  temperature  indicating  system  is  also  installed  in 
the  observation  cab.  The  temperature  system  utilizes  a  Rosemount 
probe  (Model  102AL)  and  a  Howell  indicator.  Electrical  power  for 
the  system  is  provided  by  an  electrical  power  rectifier  unit.  The 
rectifier  is  started  by  operating  a  small  lever  on  the  upper  right 
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comer  on  the  front  of  the  unit.  The  lever  is  moved  to  the  right 
and  held  firmly  for  approximately  5  to  10  seconds.  The  lever  will 
remain  in  that  position  during  the  time  the  free  air  temperature 
system  is  in  use.  To  turn  "off"  the  power,  the  lever  is  moved  to 
the  left.  Other  switches  on  the  rectifier  unit  must  not  be 
touched. 

All  proposed  tower  fly-by  missions  are  scheduled  through  the 
Center  Scheduling  Office  and  must  be  submitted  on  the  weekly  sched¬ 
ule,  Form  16.  Each  project  engineer  is  responsible  for  specifying 
the  amount  of  Polaroid  film  required  for  the  tower  fly-by  airspeed 
calibration  tests.  The  Polaroid  film  requirements  will  be  deter¬ 
mined  during  the  pieinning  stages  of  the  test  program  and  included 
in  the  Test  Support  Plan  requirements.  Use  of  the  Polaroid  camera 
is  optional. 

The  tower  key  can  be  obtained  from  the  Building  Custodian. 

Any  organization  using  the  fly-by  tower  facility  is  requested 
to  do  the  following  after  using  the  tower: 

1.  Lock  all  doors. 

2.  Shut  the  electric  power  unit  off. 

3.  Return  the  Polar iod  camera. 

4.  Return  tower  key. 

5.  Report  any  discrepancies  to  the  Building  Custodian. 

Figure  IV  12  is  the  tower  fly-by  theodolite  calibration  for 
the  east  Aakania  tower  (stand-by  fly-by)  installation.  Note  that 
this  theodolite  calibration  is  referenced  to  the  base  weather 
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station.  This  is  done  so  the  tower  fly-by  calibrations  may  be 
easily  accomplished  using  the  weather  station  barometric  pressure 
readings  as  described  earlier. 

Figure  IV  13  is  a  sketch  of  various  elevations  at  the  AFFTC 
flight  line  which  may  be  required  for  reducing  tower  fly-by  data 
by  the  ground  block  method.  Figure  IV  14  shows  other  ground 
elevations  at  various  flight  line  locations. 

General  Tower  Fly-By  Instructions. 

The  following  outline  is  suggested  for  planning  and  accom¬ 
plishing  tower  fly-by  calibrations  after  the  test  airplane  has 
been  scheduled  as  prescribed  by  AFFTC  Regulation  55-15. 

Engineer's  Checklist. 

Preparations  (day  before  flight) 

1.  Check  with  the  Maintenance  Control  Section  on  status 
and  availability  of  the  test  airplane. 

2.  Notify  the  Maintenance  Control  Section  of  scheduled 
tower  fly-by.  and  request, a  preflight  instrumentation  check. 
Request  an  airspeed  system  leak  and  continuity  check  if  the  leak 
check  is  required. 

3.  Check  with  weather  forecaster  (ext  4472)  to  obtain  a 
prediction  of  wind  or  other  weather  conditions  (optional) . 

4.  Determine  the  speed  range  to  be  covered  and  prepare  the 
pilot's  and  tower  observer's  cards.  Figure  IV  10  is  a  sample  of 
the  pilot's  data  card  and  figure  IV  9  is  the  sample  of  the  tower 
observer's  data  card. 
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5.  Obtain  flight  line  pass,  Polaroid  camera  (optional), 
and  observation  tower  key. 

Pref light  Phase. 

1.  Brief  and  provide  pilot  with  flight  card. 

2.  Obtain  altimeter  (s)  residing  at  the  airplane  and  record 
on  data  card,  figure  IV  9. 

i 

Flight  Phase. 

1 .  Record  the  following  information  on  the  data  card  after 
each  pass : 

a.  Time  of  day. 

b.  Theodolite  reading. 

c.  Altimeter (s)  reading. 

d.  Free  air  temperature. 

e.  Aim  airspeed. 

2.  Inform  pilot  if  fly-by  pass  is  too  high  or  too  low,  or 
make  any  comments  considered  necessary  such  as  weather  and  traffic 
conditions.  All  fly-by  passes  should  be  conducted  higher  than  the 
zero  grid  reading,  which  is  35  feet  above  the  ground,  to  insure 
that  the  test  airplane  is  not  in  ground  effect.  As  a  general  rule, 
fly-by  passes  are  conducted  at  a  height  above  the  ground  greater 
than  one  wing  span  of  the  test  airplane. 

3.  Remind  pilot  to  obtain  ground  block  records  after  landing. 
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Postflight Phase 


1.  Record  landing  time  and  runway  used. 

2.  Remind  pilot  to  obtain  post flight  ground  block  record. 

3.  Obtain  altimeter (s)  reading  at  the  location  where  the 
airplane  has  been  parked. 

4.  Notify  the  instrumentation  personnel  of  flight  termina¬ 
tion  and  request  postflight  check. 

5.  Obtain  weather  barometric  pressure  record  requested 
earlier. 

6.  Obtain  pilot's  data  card  (figure  IV  10). 

Pilot's  Checklist. 

Prefliqht 

1.  Refer  to  ARPS  Manual,  AFFTC-TN-59-47 ,  for  pilot  flight 

. echniquea. 

2.  Check  instrumentation  operation  instructions  in  the  T.O. 
located  at  Flight  Test  Operations. 

3.  Set  cockpit  altimeter  at  29.92  in.  Hg. 

4.  Check  the  operation  of  instrumentation  installed  in  air¬ 
craft. 

5.  Obtain  altimeter  ground  block  record  at  the  ramp  and 
prior  to  brake  release.  Record  on  figure  IV  10  as  required. 
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Flight  phase. 

1.  Fly  the  tower  fly-by  pattern  as  shown  in  figure  IV  15. 

2.  Record  the  following  data  obtained  when  the  airplane 
passes  opposite  the  observation  tower  (figure  IV  10) : 

a.  Correlation  Counter  Number. 

b.  Airspeed. 

c.  Altitude. 

d.  Free  air  temperature. 

e.  Configuration. 

f .  Remarks. 

Postf light . 

1.  Obtain  ground  block  upon  leaving  runway  and  when  parking 
airplane.  Record  time  and  location. 

2.  Operate  instrumentation  prior  to  engine  shutdown  to 
obtain  a  record  of  data  on  the  ground.  ’ 

3 .  Record  any  other  appropriate  comments  or  remarks . 

Instructions  for  the  East  Askania  Tower  Facility. 

Prepare  tower  for  fly-bya  by  doing  the  following: 

a.  Turn  radio  on  and  allow  a  few  seconds  for  warmup. 
Request,  through  Comm  Switch,  the  desired  radio  channel;  usually, 
the  tower  frequency,  Channel  1  (236.6). 


b.  Open  windows. 

c.  Lower  peep  sight  into  position. 

d.  Lower  theodolite  window  grid  into  position. 

e.  Place  mercury  thermometer  outside  to  obtain  ambient 
temperature  (optional) . 

f.  Call  the  Base  Weather  Station  (Ext  3723)  and  request 
that  barometric  pressure  readings  be  recorded  every  15  minutes  if 
weather  data  is  desired.  The  weather  recordings  should  cover  a 
period  of  approximately  one-half  hour  before  takeoff  to  one-half 
hour  after  the  test  airplane  had  landed. 

Ground  Block  Tower  Fly-Bv  Data  Reduction  Outline. 


Before  starting  the  tower  fly-by  data  reduction,  accomplish 
the  following: 

1.  Apply  instrument  corrections  to  all  altimeter  ground 
block  readings  recorded  on  figure  IV  9  (tower  observer’s  data) 
and  to  the  ground  block  readings  recorded  on  figure  rv,  10  (pilot's 
card) . 


2.  Reference  all  instrument  corrected  gi 
to  the  zero  grid  by  refering  to  figure  IV  13. 
to  account  for  the  altimeter  height  above  the 
ticular  aircraft  installation. 


1  block  readings 
re  must  be  taken 
md  in  the  par- 


3.  Plot  all  ground  block  data  versus  time 
in  figure  IV  16. 


day  as  shown 


4.  Plot  the  base  weather  station  barometric  pressure  (P3wx) 
on  same  plot  as  the  ground  blocks,  figure  IV  16  (optional). 
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5.  Fair  individual  ground  block  lines  for  each  test  altimeter 
in  the  airplane  to  reflect  the  barometric  pressure  change  that  oc¬ 
curred  during  the  period  that  the  fly-bys  were  being  conducted. 

Use  the  altimeter  readings  recorded  in  the  fly-by  tower  to  help 
determine  the  most  realistic  barometric  pressure  change  trend.  The 
dotted  lines  in  figure  IV  16  indicate  the  ground  block  pressure 
change  for  each  test  altimeter  in  the  airplane.  The  test  instru¬ 
ments  installed  in  the  airplane  are  the  only  instruments  which  are 
utilized  in  obtaining  the  airspeed  system  calibration  by  the  ground 
block  method. 
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15  April  1979 


AF7TC  RFCUT.A?IO;i  55-2.  VOLUME  I 


TOWER  FLY-BY  PATTERN 


CALL  "3 AST  TQV*CR  FLY-BY* 


Finn  IV  IS  TOWER  FLY-BY  PATTERN 
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Figure  IV  20  FLY-BY  TOWER  DETAILS 


S4 


NASA 


Flgira  IV  22  FLY-BY  TOWER  LOCATION 
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CAST  ASXANIA  T.O.  X  LANDING  TOWER  (OLO  FLY-XY  FACILITY) 
NEW  FLY-er  TOWER 


©©  ©@  ©  ©  ©  ©  ©  ©©©©©©© 


Data  Reduction  Outline; 


In  this  outline  provisions  are  made  for  three  altimeters  and 
three  airspeed  indicators  such  as  pilot's,  observer,  and  on-board 
recorder. 


Step  Parameter 
Point  No . 


Counter  No. 


Time 


Vici 


niC3 

Vic,, 


Unit 


Description 


Sequence 


Correlation  between  pilot  and 
on-board  recorder  data 


hrs  aind  min  Time  of  day 


knots 


knots 


knots 


knots 

knots 

knots 


feet 


feet 


knots 


Indicated  airspeed 
(pilot's) 

Indicated  airspeed 
(observer) 

Indicated  airspeed 
(photopanel) 

Indicated  altitude 
(pilot's) 

Indicated  altitude 
(observer) 

Indicated  altitude 
(recorder) 


4)+  Instrument  correction  (AVic) 


Three  air¬ 
speed  in¬ 
dicators 
manifolded 
to  the  same 
system 


Three 
altimeters 
manifolded 
to  the  same 
system 


Instrument  correction  (AVic) 
Instrument  correction  (AV^) 
(^+  Instrument  correction  (AHj_c) 
Q)+  Instrument  correction  (AHic) 
Instrument  correction  (AHic) 


Average  indicated  airspeed 
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Step 

Parameter 

Unit 

© 

© 

© 

Hic 

avg 

M. 

1C 

avg 

T.R. 

feet 

inches 

© 

Ht 

feet 

© 

G.B^ 

feet 

© 

11 

C1 

feet 

© 

AH 

PC1 

feet 

(24) 

G.B.2 

feet 

© 

H 

C2 

feet 

@ 

ah 

Po2 

feet 

© 

c.h.3 

feet 

© 

H 

c3 

feet 

© 

AH 

po3 

feet 

© 

AH 

pcavg 

feet 

© 

AM  /AH 
pc  pc 

10-^  per 
feet 

@ 

AM 

pcavg 

— — 

© 

AM  /AV 
pc'  pc 

1  per  knot 

© 

AV 

pc 

knots 

Description 

(G)  +  (T|  +  (15),  Average 

Mach  number  (16)  and  (17) 

Theodolite  grid  reading 

(£?)  Converted  using  theodolite 
calibration,  figure  IV  11 

From  plot  of  ground  block 
reading  versus  time  of  day, 
figure  IV  16.  Altimeter  No.  1 

(0)  +  (2^  Pressure  altitude. 
Altimeter  No.  1 

^2)  -  (0)  ,  Altimeter  position 
corrections,  Altimeter  No.  1 


From  figure  IV  16 ,  ground 
block.  Altimeter  No.  2 


timeter  No.  2 


(0)  -  (14)  ,  Altimeter  position 
correction  for  Altimeter  No.  2 


From  figure  IV  16,  ground 
block.  Altimeter  No  3 

($7)  +  (20)  ,  Pressure  altitude. 
Altimeter  No.  3 

(28)  -  (15)  ,  Altimeter  position 
correction  for  Altimeter  No.  3 

i  (55)  +  (55)  +  ($9)  )/3,  Average 
position correction 

(5?)  and  8),  figure  V  9 


(3l)  x  (30)  ,  Average  position 
correction  (AM  ) 

pC 

(17)  and  (18)  ,  figure  V  6 
(52)  /  (53)  Position  correction 
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Step 

Parameter 

Unit 

Description 

© 

— 

©  figure  V  10 

@ 

'V'fcic 

— 

©  /  ©  ,  Position  error 
correction 

@ 

"t 

lb 

Engine  start  gross  weight  - 
fuel  used 

© 

«p 

*avg 

feet 

©  +  +•  ©  ,  Averaqe 

X 

pressure  altitude 

© 

$ 

At  ©  ,  from  standard  altitude 
tables 

© 

w/<s 

lb 

■  @  /  @ 

@ 

M 

— 

©  +•  ©  ,  Mach  number 

© 

M2 

— 

(@)2 

© 

S 

sq  ft 

Wing  area 

© 

CL 

Lift  coefficient  = 

0.000675.  *  GO) 

©  x  © 

Alternate  method 

(AVpc) : 

for  obtaining 

position  error  correction 

© 

AHpc/AVpc 

feet/knot 

©  and  ©  and  figure  V  8 

© 

^pc 

knots 

©  /  ©  average  position  error 
correction 

Alternate  method 

for  obtaining  using  Vt: 

© 

S 

sq  ft 

Wing  area 

© 

vc 

knots 

Calibrate  airspeed  ©  +  ©  or  © 

© 

AVC 

knots 

©  and  ©  and  figure  V  5 

© 

Ve 

knots 

Equivalent  airspeed ,  '.48)  *  (49) 

© 

i 

©  and  standard  altitude  table 

© 

✓o 

— 

<@>2 
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Step 

Parameter 

Unit 

Description 

S3) 

Vt 

knots 

&/<&  . 

54) 

V 

knots 

i  ©  >2 

0 

CL 

“  r,r“r 

Lift  coefficient  = 
295  x  Oil 
(5^  x  (Q)  x  ^7) 

3 .  Pacer  Method : 

As  previously  stated,  the  pitot-static  system  can  also  be 
calibrated  by  flying  the  test  aircraft  and  a  specially-calibrated 
pacer  airplane  abreast  of  it.  Care  must  be  exercised  by  the  pilots 
to  avoid  flying  too  close  to  the  other  airplane  to  avoid  the  inter¬ 
action  or  one  airplane's  pressure  field  with  that  of  the  other. 

The  pacer  method  has  the  advantage  of  obtaining  a  large  number  of 
data  points  in  a  relatively  short  time  at  any  desired  altitude. 

The  main1  disadvantage  is  that  the  accuracy  of  the  results  depends 
on  the  accuracy  of  two  sets  of  test  instruments  as  well  as  on  the 
accuracy  of  the  pacer's  position  error  calibration  and  the  pilot's 
flight  technique. 

In  this  method,  data  are  simultaneously  recorded  by  the  pacer 
and  test  airplanes,  with  both  airplanes  stabilized  at  the  same  al¬ 
titude  and  airspeed.  The  speed  is  changed  by  predetermined  air¬ 
speed  increments  to  adequately  cover  the  full  speed  range  of  the 
test  airplane,  usually  from  fast  to  slow  speed.  A  second  pacer  is 
so.«v..imes  used  if  the  first  pacer  does  not  adequately  cover  the 
flight  envelope  of  the  test  airplane.  A  slow  speed  pacer  may  have 
to  be  used  when  the  test  airplane  changes  from  clean  to  other 
slower  speed  test  configurations  such  as  power  approach,  takeoff, 
or  landing.  Since  the  position  error  of  the  pacer  is  known,  the 
pacer  calibrated  airspeed  and  altitude  can,  be  readily  computed. 
Since  the  two  airplanes  are  flown  in  a  stabilized  condition,  the 
pacer  airspeed  and  altitude  are  the  same  as  for  the  test  airplane 
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and  therefore  the  position  error  for  the  test  airplane  can  be  ob¬ 
tained.  Comnarison  of  the  altitudes  will  result  in  a  direct  meas¬ 
urement  of  the  static  system  position  error  of  the  test  aircraft. 
Comparison  of  the  airspeeds  between  the  two  aircraft  will  give  a 
measurement  of  the  pitot-static  system  position  error  of  the  test 
airplane.  The  position  error  curve  (AVp^)  from  the  airspeed  com¬ 
parison  should  be  consistent  with  the  calibration  results  (AV^) 
calculated  from  the  altitude  comparison.  A  total  pressure  error 
should  be  suspected  if  the  results  of  the  two  methods  mentioned 
differ  significantly.  The  error  should  be  considered  significant 
if  the  magnitude  of  the  error  cannot  be  attributed  to  normal  instru¬ 
ment  error. 

Total  pressure  error  is  checked  by  calculating  the  total 
pressure  (P^)  of  the  P*cer  and  test  airplane.  The  results  are 
plotted  as  shown  in  figure  IV  31.  Ideally  the  resulting  calcu¬ 
lated  Pto  for  both  airplanes  should  be  the  same  if  no  total  error 
exists.  The  total  pressure  calculations  are  accomplished  utilizing 
the  following  equation  PtQ  •  p«ic  +  PCj.c;  where  paic  is  obtained 
from  values  of  indicated  altitude  (Hj^c)  and  altitude  tables.  Values 
of  qCic  are  obtained  from  indicated  airspeed  (Vjc)  and  utilizing 
table  9.6  presented  in  reference  1,  pages  321  to  335.  The  following 
equations  are  the  basis  for  the  pacer  method: 

^pctest  “  HCp*cer  ”  Hictest 

^l^teat  ”  V°pacer  ~  V*ctest 

Definition  of  each  term  is  given  in  the  data  reduction  outline. 

The  following  outline  ia  suggested  for  planning  and  accom¬ 
plishing  an  airspeed  calibration  by  the  pacer  method: 


Engineer’s  Checklist. 

Preparation 

1.  Schedule  the  pace  flight  through  Center  Scheduling  on 
Form  16. 


a.  Provide  all  necessary  information  such  as  date,  time 
airplanes  involved,  radio  frequency  required,  etc. 

b.  On  the  weekly  schedule  (Form  16),  request  a  weather 
balloon  be  released  if  balloon  temperature  data  are  required  for 
determination  of  the  test  temperature  probe  recovery  factor.  Bal¬ 
loon  temperature  data  will  be  used  under  the  assumption  that  the 
high  altitude  (above  35,000  feet)  ambient  temperature  will  remain 
constant  over  a  large  area  and  a  long  period.  The  balloon  release 
should  be  accomplished  a  short  time  before  the  flight  is  to  be 
conducted . 

c.  Check  maintenance  status  of  pacer  and  test  airplanes. 
Notify  the  Maintenance  Control  Section  of  the  scheduled  pace  and 
request  an  instrumentation  preflight  check  for  both  pacer  and  test 
airplanes.  An  airspeed  system  leak  and  continuity  check  should  be 
requested  at  this  time  if  desired. 

2.  Prepare  flight  cards  for  both  airplanes  (see  figure  IV  23). 

a.  Select  airspeed  points  to  be  flown  keeping  in  mind  the 
flight  envelope  capabilities  of  both  airplanes. 

Preflight 

1.  Brief  pilots  and  observers  (if  applicable)  on  all  neces¬ 
sary  details  of  proposed  pace  flight.  Hand  signals  shorld  be  used 


in  case  radio  communication  fails.  (Detailed  instructions  on 
flight  techniques  are  provided  in  the  ARPS  Manual,  AFFTC-TN-59-46 , 
1959,,  page  1-20,  reference  2.) 

Flight  Phase  (Project  Engineer  or  Observer) 

1.  Set  altimeter (s)  at  29.92  in.  Hg. 

2.  Operate  any  instrumentation  required  to  record  test  data. 

3.  Record  test  data  (figure  IV  23) . 

4.  Provide  event  marks  for  identification  of  data. 

5.  Record  any  significant  remarks  or  observations. 

Postf light 

1.  Hold  postf light  briefing. 

2.  Obtain  data  card(s)  pilot  or  observer. 

3.  Check  all  recorded  data  carefully. 

4.  Request  an  instrumentation  postflight  check  as  required. 
Pilot’s  Checklist. 

Pre  flight 

1.  Check  status  of  airplane. 

2.  Hold  briefing  with  project  engineer. 

3.  Obtain  flight  test  data  cards. 
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Use  same  checklist  as  used  by  the  project  engineer  when 
acting  as  observer. 

Postflight 

1.  Hold  postflight  briefing  with  project  engineer. 

2.  Review  all  recorded  calibration  data  with  project  engineer. 

3.  Provide  any  remarks  or  details  required  for  explanation  of 
recorded  data. 


General  Remarks . 

Figure  IV  24  is  a  diagram  of  a  former  AFFTC  pacer  airspeed 
system.  The  main  airspeed  system  (Ho.  1,  nose  boom)  utilized 
three  altimeters  and  three  airspeed  indicators.  Three  instruments 
were  utilized  to  improve  accuracy  and  reliability.  The  other  air¬ 
speed  systems  were  backup  systems.  These  backup  systems  had  a  two¬ 
fold  purpose,  they  were  utilized  as  a  cross  check  of  the  number  one 
system  and  as  a  secondary  system  to  be  used  in  case  of  a  malfunction 
of  the  primary  system.  After  every  pace  the  pacer  pilot  would  ob¬ 
tain  a  cross  check  of  the  three  systems  by  recording  the  indicated 
airspeeds  of  the  three  airspeed  indicators  in  the  cockpit.  A 
malfunction  occurring  in  any  one  of  the  three  pacer  airspeed  sys¬ 
tems  would  be.  readily  apparent  since  the  indicated  value  would  be 
different , from  the  other  two  systems. 

Since  the  airspeed  indicator  and  altimeter  were  connected  to 
a  mutual  static  pressure  source,  AVpc  and  AH^  were  related  as 
shown  in  figure  V  8.  In  all  cases  the  position  error  callibration 
would  be  calculated  from  the  values  obtained  from  both  the 
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Data  reduction  outline  for  the  pacer  method  utilizing  the  altimeter 
Subscripts  p  or  t  refer  to  pacer  or  test  aircraft. 


Step 

Parameter 

Unit 

Description 

© 

Point  No. 

— 

© 

Counter  No. 

— 

Correlation 

@ 

V. 

ip 

knots 

Indicated  airspeed 

© 

knots 

Airspeed  indicator  instrument 
correction 

© 

V-P 

knots 

(?)+(T),  Airspeed  corrected  for 
instrument  error 

© 

Hip 

feet 

Indicated  altitude 

© 

AH. 

lc 

feet 

Altimeter  instrument  correction 

© 

P 

HV. 

feet 

(?)+ (7),  Altitude  corrected  for 
instrument  error 

© 

%  . 

From(£)and(8) ,  Mach  number 

Chart  8.5  xn  reference  1 
(AFTR  6273) 

© 

AM 

PCP 

— 

Pacer  position  error  calibra¬ 
tion  at  (9) 

© 

<AMpc/*Hpc)p 

10-5/feet 

Figure _V  9  in  Appendix,  and 
steps  (jf)and(9) 

© 

AH 

PCD 

feet 

(To)  /  (ll)  ,  Position  correction 

© 

P 

% 

feet 

(8^+  (^2)  ,  Pressure  altitude 

© 

“Wp 

1/knot 

FigureV  6  in  Appendix  and 
steps  (8) and (9) 

© 

“pep 

knots 

(O)  /  (^)  ,  Position  correction 

© 

VCP 

knots 

(^+  (£5)  ,  Calibrated  airspeed 

© 

— 

( (£3)  ,  Calibrated  Mach  number 

© 

VH 

knots 

Indicated  airspeed 

© 

Avict 

knots 

Airspeed  indicator  instrument 
correction 

© 

vict 

knots 

Airspeed  corrected  for  instru¬ 
ment  error ,  (L8)  +  (19) 
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Step 

Parameter 

Unit 

Description 

@ 

>it 

feet 

Indicated  altitude 

© 

AHict 

feet 

Altimeter  instrument  correction 

© 

Kict 

feet 

Altitude  corrected  for  instru¬ 
ment  error,  9  +  © 

© 

Mict 

From  ©  and  ©  ,  Mach  number 

© 

(AM  /AH  K 
pc'  pc'  t 

10_5/feet 

Figure  V  9  in  Appendix  and 
steps  ©  and  © 

© 

ah  ' 
pct 

feet 

©  -  ©  ,  Test  position  error 
correction 

© 

“p=t 

— 

©  x  ©  ,  Test  position  error 
correction 

© 

'“pc/4Vp=’t 

lAnots 

Figure  V  6  in Appendix  and 
steps  ©  and  ©  for  Mj*.  <  0.04 

© 

AV 

PGt 

knots 

©  /  ©  ,  Test  poistion  correc¬ 
tion  futilizing  altimeter  data) 

© 

V 

ct 

knots 

©  +  ©  ,  Test  calibrated 
airspeed 

© 

{  AMp{j/  ( APp/ 

— 

Figure  V  10  in  Appendix  and 

qcic)} 

step  ©  for  Mpc  <  0.04 

© 

(App/qcic/)t 

— 

©  /  ©  ,  Test  position  correc¬ 
tion 

© 

Wtt 

pounds 

Engine  start  gross  weight  less 
fuel  used 

<9 

«t 

— 

Atmosphere  tables  and  © 

© 

(W/6)t 

pounds 

©  /  & 

The  following  steps  are  used 
the  airspeed  indicators: 

to  obtain  a  calibration  utilizing . 

© 

AV  ' 

P°t 

knots 

©  -  ©  ,  Test  position  error 
correction  (utilizing  airspeed 

indicators) 
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Step 

Parameter 

Unit 

Description 

© 

(AH/AV) t 

feet/knots 

Figure  V  8  in  Appendix  and 
steps  (20)  and  (23) 

68) 

All 

^t 

feet 

©  x  (3j)  ,  Test  position  error 
correction  (from  airspeed 
indicators) 

The  following  additional  steps  in  data  reduction  cure  required 
to  obtain  the  temperature  probe  recovery  factor,  K: 

© 

dgg  C 

Indicated  ambient  free  air 
temperature 

© 

— 

Temperature  indicator  instru¬ 
ment  correction 

© 

tiot 

deg  C 

Temperature  corrected  for 
instrument  error,  (|J)  +  © 

© 

T.  . 

1Ct 

deg  K 

@  +  273.16 

(43) 

cleg  C 

(l i)  and  weather  balloon  sounding 

© 

% 

deg  K 

©  +  273.16  or  Ta  from  line 
intercept  as  shown  on  figure 

IV  34 

© 

(Tic/Ta) 

— 

©  /  © 

© 

(TicTa  -  l)t 

— • — 

©  -  1.0 

© 

M 

'  - - 

©  +  ©  ’ 

© 

M2 

©  2 

© 

M2/5 

— — 

©  /  5 

@ 

Kt 

Temperature  probe  recovery 
factor  from  slope  of  line  of 
@  versus  (4|).  Shown  in  figure 
IV  33 

© 

S 

sq  ft 

Wing  area 

© 

CL 

— 

Lift  coefficient  * 

0.000675  x  05) 

x  (53) 
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Correction  to  be  Correction  to  be 

^4de4r-AHpc  (feet)  added,  AVpc  (Knot*) 


27  V.  ,  Indicated  Airspeed  (knots) 

*e  Figure  IV  27 


Vic*  Indicated  Airspeed  (knots) 

Figure  IV  28 


TYPICAL  AIRSPEED  CALIBRATION  FOR  HOSE  OR  WING  BOOM  INSTALLATION 
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Figure  IV  29 
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Figure  IV  30 


Figure  IV  31 
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TYPICAL  CALIBRATION  FOR  NOSE  OR  WINC  BOOM  INSTALLATION 
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4.  Smoke  Trail  Accelerat  lons/kadar  Trackina: 


Calibration  of  the  pitot-static  system  in  the  transonic  speed 
range  can  be  iccompl ished  by  the  smoke  trail  acceleration  method. 
The  method  is  similar  to  the  tower'  fly-by  method  since  a  pressure 
altitude  is  established  by  a  pacer  with  the  capability  to  generate 
a  smoke  trail  at  the  desired  altitude.  When  available,  contrails 
provide  an  .unlimited  trail  and  can  be  used  instead  of  the  smoke 
trail.  Once  the  trail  has  been  established,  the  test  airplane 
accelerates  from  sore  distance  behind  the  pacer  and  approaches 
the  trail  so  that  the  desired  speed  range  is  covered  as  the  test 
airplane  accelerates  alongside  the  reference  trail.  The  accelera¬ 
tion  is  continued  until  the  test  airplane  almost  overtakes  the 
pacer,  then  decelerates  through  the  sane  airspeed  range  as  used  in 
accomplishing  tne  acceleration.  The  contrail  provides  a  visual 
constant  altitude  reference  for  the  pilot  in  the  test  airplane. 
(The  pilot's  altitude  indication  will  change  as  the  airplane  ac¬ 
celerates  and  decelerates.)  The  pacer  generating  the  smoke  or 
contrail  should  stabilize  on  the  altitude  and  airspeed  with  the 
indicated  altitude  not  varying  by  more  than  tlO  feet,  during  the 
period  the  trail  is  generated.  Figure  IV  32  is  a  suggested  level 
acceleration  and  deceleration  mission  profile  using  the  pacer  to 
generate  the  reference  smoke  or  contrail.  The  ground  recording 
equipment  can  be  either  radar  or  Askania  cameras.  This  test  can 
usually  be  accomplished  during  a  pace  mission  after  the  stabilized 
pace  data  are  obtained.  This  is  done  so  the  test  airplane  will  be 
at  a  lighter  gross  weight,  but  with  enough  fuel  remaining  to  per¬ 
form  one  or  two  accelerations.  Fhotopanel  camera  recording  speed 
snould  be  set  a  a  frame  rate  adequate  to  record  the  entire  run. 
Correlation  counter  readings  should  be  obtained  on  both  pacer  and 
test  airplane.  The  test  airplane  should  record  data  at  a  high, 
rate  to  obtain  sufficient  test  data  points  through  the  "Mach  jump* 
(transonic)  portion  of  the  airspeed  calibration. 
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Airspeed  calibrations  in  the  transonic  (0.9  to  1.1  Mach)  or 
for  the  supersonic  speeds  (above  1.1  Mach)  can  be  accomplished  by 
using  either  a  smoke  trail  or  radar  tracking  separately  or  by 
using  both  methods  at  the  same  time.  The  method  employing  radar 
tracking  is  preferred  at  the  AFFTC.  Usually  radar  tracking  with  a 
smoke  trail  is  used  to  obtain  the  calibration;  however,  the  smoke 
trail  method  is  used  if  radar  tracking  is  not  available. 

Airspeed  calibrations  in  the  supersonic  range  using  radar 
tracking  can  be  accomplished  with  the  test  airplane  with  no 
pacer  support,  provided  ari  accurate  subsonic  airspeed  position 
error  curve  of  the  test  pitot-static  system  has  already  been  es¬ 
tablished.  This  assumes  that  the  supersonic  position  error  is 
small  so  that  during  the  acceleration  the  altimeter  indication 
change  will  also  be  small  and  can  oe  adjusted  after  review  of  the 
radar  and  airborne  recorded  data.  Regardless  of  the  method  used, 
a  pressure  altitude  survey  must  be  accomplished  to  convert  tape- 
line  altitude  to  pressure  altitude.  Pressure  altitude  data  ob¬ 
tained  from  the  test  airplane  is  plotted  against  tapeline  altitude 
obtained  from  radar  tracking.  Test  pressure  altitude  data  are' 
usually  obtained  from  the  pacer  that  generated  the  smoke  trail 
or  from  the  pressure  survey  conducted  with  the  test  airplane  prior 
to  accomplishing  the  acceleration (s)  and  deceleration(s) . 

An  altitude  survey  can  also  be  obtained  by  having  the  radar 
station  track  a  weather  balloon  released  a  short  enough  time  before 
to  allow  enough  time  for  radar  to  track  the  balloon  to  an  altitude 
at  which  the  airspeed  calibration  accelerations  are  to  be  conducted 

Indicated  radar  track  test  altitude  variations  recorded  during 
the  accelerations  and  decelerations  are  used  to  make  incremental 
adjustments  to  the  tent  indicated  altitude.  This  is  accomplished 
by  comparing  the  radar  track  and  the  test  airplane  recorded  data 
at  any  instant  durinq  the  acceleration.  Data  correlation  between 
the  airplane  instrumentation  (for  pressure  altitude)  and  radar 

.  7'» 


tracking  {for  tapeline  altitude)  is  accomplished  by  using  a  side- 
tone  (normally  of  1,000  cycles  generated  and  transmitted  by  the 
test  airplane  radio)  for  instantaneous  event  marking  of  the  data 
being  recorded  by  the  test  airplane  and  the  radar  station.  The 
installation  and  use  of  a  "C-Band“  radar  beacon  on  the  test  air¬ 
plane  facilitates  radar  tracking. 

The  pilot's  technique  for  accomplishing  this  test  is  described 
in  the  ARPS  Manual,  AFFTC-TN-59-46.  The  same  checklist  is  used  in 
preparation  for  this  test  as  used  for  the  pacer  method.  The  fol¬ 
lowing  date  are  recorded: 

Pacer  Airplane. 

1 .  Correlation  number  -  smoke  trail  start  counter  number  or 
event  mark  and  end  counter  number  or  event  mark. 

2.  Indicated  airspeed  (V^ . 

3.  Indicated  altitude  ( ) . 

4.  Free  air  temperature  (t^). 

5.  Remarks. 

Test  Airplane. 


1.  Correlation  counter  number. 

a.  Record  counter  ..amber  or  event  mark  at  the  beginning 
and  end  of  the  acceleration  or  deceleration. 
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2.  Remarks 


The  test  airplane  airspeed  calibration  is  calculated  using 
3-  to  5-knot  airspeed  increments  throughout  the  acceleration  or 
deceleration.  Each  test  point  is  referenced  to  the  pacer  pressure 
altitude,  the  following  is  the  data  reduction  outline  for  the 
smoke  trail  acceleration. 


Kote:  Pad ar  or  Askania  car.eraa  are 

referred  to  at  ground  equiprent 
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Smoke  Trail  Accleration  Data  Reduction  Outline. 


Step 

Parameter 

Unit 

® 

Point  No. 

— 

© 

Counter  No. 

— 

© 

Vi  ' 

knots 

© 

AVicp 

knots 

© 

vicp 

knots 

V© 

HiP 

feet 

© 

AHicp 

feet 

(5) 

Hicp 

feet 

© 

Micp 

do 

AMpCp 

— 

© 

(AMpe/AHpepJp 

10’5/feet 

©  ■ 

AHPCp 

feet 

© 

«Cp 

feet 

© 

Vv 

knots 

© 

^vict 

knots 

© 

Vict 

knots 

© 

in. 

feet 

© 

feet 

Description 

Correlation 

Indicated  airspeed 

Airspeed  indicator  instrument 
correction 

(5) + (I) ,  Airspeed  corrected  for 
instrument  error 

Indicated  altitude 

Altimeter  instrument  correction 

Altitude  corrected  for 
instrument  error 

Prom  (?)  and  (?)  ,  Mach  number 
Chart  8.5  in  reference  1 
(AFTR  6273) 

Pacer  position  error  calibra¬ 
tion  at  (9) 

Figure^/  9  in  Appendix  and 
steps  (Jt)  and  (9) 

£0)  /  £3)  ,  Position  correction 

®+  ©  ,  Pressure  altitude 

Indicated  airspeed 

Airspeed  indicator  insturment 
correction 

+  £§)  ,  Airspeed  corrected 
for  instrument  error 

Indicated  altitude 

Altimeter  instrument  correction 


Step  Parameter 

Unit 

Description 

@ 

H 

feet 

©  +  ©  »  Altitude  corrected 
for  instrument  error 

© 

— 

From  ©  and  ©  ,  Mach  number 
from  Mach  Chart 

@ 

<‘"pc/4Vt 

_5 

10  /feet  Figure  V  9  in  Appendix  and 

steps  ©  and  © 

© 

AH 

P°t 

feet 

©  -  ©  ,  Test  position  error 
correction 

© 

AM 

pct 

— 

©  x  ©  ,  Test  position  error 
correction 

© 

{AMpc/(APp/ 

<fcic)}t 

Figure  V  10  in  Appendix  and  © 

© 

(^p/^ic^t 

— 

©  /  ©  ,  Test  position  error 
correction 

The  following  smoke  trail  acceleration  data  reduction  outline 
employs  radar  tracking  data.  Pacer  pressure  altitude  is  obtained 
by  steps  i  to  13  and  plotted  against  radar  tapeline  altitude  data 
to  obtain  the  altitude  pressure  survey. 

© 

fcref 

sec 

,  Initial  event  mark  reference 
time 

© 

ht 

ref 

feet 

Tapeline  altitude  from  radar 
track  data  at  time  tref.  © 

© 

H 

cref 

feet 

From  pacer  pressure  altitude 
survey  plot  of  Hc  (pacer) 
versus  Ht  (radar)  for  © 

© 

V. 

X 

knots 

Indicated  airspeed  at  © 

© 

*Vic 

knots 

Airspeed  indicator  instrument 
correction 

© 

Vic 

knots 

©  +  ©  ,  Indicated  airspeed 
corrected  for  instrument  error 

© 

Hi 

feet 

Indicated  altitude  at  © 

§te£ 

Parameter 

Unit 

Description 

© 

AHic 

feet 

Altimeter  instrument  correction 

© 

Hic 

feet 

©  +  ©  ,  Indicated  altitude 
corrected  for  instrument  error 

© 

AH 

pc 

feet 

©  -  ©  ,  Position  error  cor¬ 
rection 

M. 

1C 

Mach  number,  (21  and  ©  and 

Chart  8.5  in  reference  1  (AFTR 
6273) 

AM'  /AH 
pc'  pc 

10"5/feet 

©  and  ©  and  figure  V  9 

AM 

pc 

— 

(35)  x  ©  ,  Position  error  cor¬ 
rection  for  initial  point 

© 

t. 

1 

sec 

Subsequent  time  for  point 
after  © 

@ 

hTi 

feet 

Tapeline  altitude  at  time  ti .  © 

© 

±AH 

feet 

©  “  ©  *  Tapeline  altitude 
incremental  correction. 

>AH  =  HTref  -  HTl 

@ 

> 

feet 

©  +  @  ,  Corrected  indicated 
altitude  at  Q9) 

© 

AH  , 

pc 

feet 

@  “  ©  »  Position  error  for 
subsequent  point 

© 

AMPC 

— 

©  and  ©  >  ©  is  obtained  from 
"ic^  for  and  Hj_c^ 

The  following  data  reduction  outline  is  used  when  the  subsonic 
portion  of  the  position  error  curve  for  the  test  airplane  is  known. 
The  deceleration  is  initiated  at  a  subsonic  speed  where  the  posi¬ 
tion  error  i?  known.  No  smoke  trail  is  used  for  a  visual  reference. 

© 

t 

sec 

First  event  mark  reference  time 
at  subsonic  airspeed 

© 

H. 

T 

feet 

Tapeline  altitude  from  radar 
track  data  at  t,  © 
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Step 

Parameter 

Unit 

Description 

© 

V. 

X 

knots 

Indicated  airspeed  at  t,  © 

@ 

AVic 

knots 

Airspeed  indicator  instrument 
correction 

© 

Vic 

knots 

Indicated  airspeed  corrected 
for  instrument  error 

© 

Hi 

feet 

Indicated  altitude  at  © 

© 

AHic 

feet 

Altimeter  instrument  correction 

© 

© 

Hic 

M 

feet 

Indicated  altitude  corrected 
for  instrument  error 

Mach  number,  ©  and  ©  and 

Chart  8.5  in  reference  1  (AFTF. 
6273) 

1*1  • 

1C 

AM 

© 

From  subsonic  position  error 
curve  calibration 

pc 

© 

10~5/feet 

©  and  ©  and  figure  V  9 

© 

AH 

pc 

feet 

©  /  ©  ,  Position  error  cor¬ 
rection 

© 

H 

c 

feet 

©  +  ©  Pressure  altitude 

© 

Plot: 

© 

versus  © 

i 

NOTE:  Repeat  steps  ©  to  ©  ,  at  subsonic  airspeeds  and  at  other 
event  reference  times,  to  obtain  other  data  for  the  pressure  al¬ 
titude  survey  ploy  of  Hc  (pressure  altitude)  versus  H?  (tapeline 
altitude) .  All  the  test  points  for  the  pressure  altitude  survey 
plot  (steps  ©  to  ©  )  are  obtained  in  a  stabilized  condition  of 
airspeed  and  altitude. 

© 

fcref 

sec 

Initial  event  mark  reference 
time  at  the  start  of  the 
acceleration 

© 

ht 

.ref 

feet 

Tapeline  altitude  from  radar 
track  data  at  time  t 
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' 

,  ■ 

•  ^ 

• 

•- 

Step 

Parameter 

Unit 

Description 

© 

Hc  r 
cref 

feet 

From  pressure  altitude  survey 
plot  and  (59) 

0 

Vi 

knots 

Indicated  airspeed  at  (0 

0 

AVic 

knots 

Airspeed  indicator  instrument 
correction 

0 

Vic 

knots 

(62)  +  (63)  ,  Indicated  airspeed 
corrected  for  instrument  error 

© 

Hi  ,  , 

feet 

Indicated  airspeed 

@ 

AH  1c 

feet 

Altimeter  instrument  correction 

@ 

Hie 

feet 

+  (0  ,  Indicated  altitude 
corrected  for  instrument  error 

0 

AH 

pc 

feet 

(0  -  (0  ,  Position  error  cor¬ 
rection 

@ 

*ic 

Mach  number,  64)  and  (0  and 

Chart  8.5  in  reference  1  (AFTR 
6273) 

@ 

AMpc/AHpc 

10-5/feet 

(0  and  (0  and  figure  V  9 

© 

AMpc 

— 

( 0  x  uO)  Position  error  correc¬ 
tion 

© 

fcl 

sec 

Subsequent  time  for  point  after 
@ 

© 

HTl 

feet 

Tape  line  altitude  time  t^,  -(72) 

©  . 

t  AH 

feet 

(0  -  (0  ,  Tapeline  altitude 
incremental  correction, 
iAH  =  HTref  -Hti 

© 

Hici 

feet 

0) +  yj)  •  Adjusted  indicated 
altitude  at  (0 

® 

AHPc 

feet 

0  -  0)  ,  Position  error  for 
subsequent  point 

@ 

AMPc 

— 

0)  and  (0  ;  6o)  is  obtained  from 
”icj  ^or  vici  an4  Hic^ 
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5.  Temperature  Probe  Recovery  Factor: 


Every  flight  test  airplane  temperature  sensing  installation 
requires  an  accurate  calibration  to  determine  the  temperature 
probe  recovery  factor.  The  temperature  recovery  factor  (K^)  is 
normally  calculated  by  using  the  data  obtained  when  an  airspeed 
calibration  is  accomplished.  The  temperature  probe  recovery 
factor  represents  the  percent  of  the  total  temperature  rise  de¬ 
tected  by  the  probe.  Variation  of  the  recovery  factor  with  varia¬ 
tions  of  Mach  number  and  altitude  is  not  significant  for  the  sub¬ 
sonic  speed  range.  Flight  test  data  from  any  test  where  the  am¬ 
bient  temperature  is  known  or  where  the  altitude  is  constant  and 
the  airspeed  is  varied  can  be  used  to  calculate  the  recovery  fac¬ 
tor.  The  ambient  temperature  may  be  obtained  from  weather  balloon 
soundings  or  from  a  pacer  temperature  system.  Calculation  of  the 
recovery  factor  is  based  on  the  following  equation; 


1  +  K 


M 

t  5“ 


Indicated  total  temperature  corrected  for  instru¬ 
ment  error,  deg  K 


Ta  =  Free  air  temperature,  deg  K 
M  =  Free  stream  Mach  number 


•=  Temperature  probe  recovery  factor 

Test  data  (airspeed,  altitude  and  temperature)  are  generally 
recorded  on  the  same  form  as  used  fot  the  airspeed  calibrations  by 
the  pacer  method  (figure  IV  23) . 
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The  data  reduction  outline  is  included  in  tne  outline  for  the 
reduction  of  the  airspeed  calibration  by  the  pacer  method  (steps  39 
through  49)  . 

Figure  IV  33  is  a  typical  plot  used  to  obtain  a  recovery  fac¬ 
tor.  Test  results  representing  various  altitudes  and  the  subsonic 
speed  range  will  plot  as  one  line.  The  slope  of  the  line  is  the 
temperature  recovery  factor. 

Figure  IV  34  is  another  plot  used  to  obtain  the  K  factor.  A 
check  of  the  free  air  temperature  (Ta)  for  the  test  altitude  is 
obtained  with  this  plot.  Data  are  plotted  for  each  Lest  altitude 
and  the  resulting  slope  represents  the  factor.  The  intercept 
on  the  1/Tj.c  scale  at  zero  speed  is  the  ambient  free  air  tempera¬ 
ture  . 
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6.  Airspeed  Calibration  in  Ground  Effect: 

Definition  of  the  position  error  in  ground  effect  is  important 
in  determining  airplane  performance  during  the  ground  roll  phase  of 
takeoffs  or  landings. 

The  calibration  of  the  airspeed  system  in  ground  effect  may  be 
attained  from  the  difference  between  the  altimeter  reading  prior  to 
brake  release  and  altimeter  readings  obtained  at  various  speeds 
during  the  takeoff  ground  roll.  Test  results  are  plotted  in  a  form 
of  AHpc  versus  indicated  airspeed,  then  a  line  is  faired  through 
the  test  data  which  will  be  representative  of  the  AHpc  calibration. 
Values  from  this  faired  line,  not  the  test  points,  are  then  con¬ 
verted  to  values  of  AVpc  and  plotted  versus  indicated  airspeed.  It 
will  be  noted  that  the  use  of  this  method  assumes  no  total  pressure 
lag  during  the  ground  roll,  and,  as  a  result,  mu3t  be  applied  judi¬ 
ciously  . 

A  ground  slope  correction  must  also  be  applied  if  a  runway  , 
slope  exists. 


87 


Data  Reduction  Outline  for  Airspeed  Calibration  in  Ground 
Effect  I -  - 


Step 

Parameter 

Unit 

Description 

(l) 

Counter 

— 

Sequence 

Time 

sec 

©  . 

H. 

1 

feet 

Indicated  altitude  prior  to 
brake  release 

® 

AKic 

feet 

Altimeter  instrument  correction 

© 

Hic 

feet 

Indicated  altitude  corrected 
for  instrument  error  prior  to 
brake  release  (Hic  =  Hc),(3)  +  (4) 

© 

H. 

1 

feet 

Indicated  altitude  at  each 
increment  read 

AHic 

feet 

Altimeter  instrument  correction 

© 

Hic 

feet 

Indicated  altitude  corrected  for 
instrument  error  for  each  incre¬ 
ment  read 

Vi 

knots 

Indicated  airpseed  at  each 
increment  read 

@ 

AVic 

knots 

Airspeed  indicator  instrument 
correction 

@ 

Vic 

knots 

Indicated  airspeed  corrected  for 
instrument  error  for  each  incre¬ 
ment  read ;  Qj)  +  QJ) 

© 

AH 

pc 

feet 

Position  correction  in  ground 
effect  ©-(£) 

© 

AH  /AV 
pc'  pc 

feet/knot 

(|)and  (£3)  and  figure  V  9  in  the 
Appendix 

© 

AV 

pc 

knots 

Position  correction  in  ground 
effect 

Determination  of  Altimeter  Lag; 

On  aircraft  that  are  operationally  used  for  weapons  delivery, 
an  evaluation  should  be  conducted  to  determine  the  effect  of  al¬ 
timeter  lag  during  high  rates  of  descent  for  the  pitot-static  sys¬ 
tem.  Altimeter  lag  can  be  determined  by  either  the  smoke-trail 
or  radar  tracking  method.  Special  test  instrumentation  is  not 
required  for  either  method.. 

Smoke-Trail  Method. 

The  test  technique  when  using  the  smoke-trail  method  consisted 
of  positioning  a  pacer  aircraft  at  approximately  10,000  feet  pres¬ 
sure  altitude.  The  test  aircraft  is  then  positioned  approximately 
5,000  to  10,000  feet  above  and  slightly  behind  the  pacer,  such  that 
visual  contact  is  maintained.  When  both  aircraft  are  in  position 
and  the  pacer  it  stabilized  on  airspeed  and  altitude,  the  pacer 
smoke-generating  system  is  activated.,  The  test  aircraft  is  then 
put  into  a  dive  attitude,  a  predetermined  indicated  airspeed  and 
dive  angle  are  established  and  maintained,  and  the  test  aircraft 
is  dived  through  the  reference  smoke  trail.  At  the  instant  the  , 
test  aircraft  passes  through  the  smoke  trail,  cockpit  readings  of 
indicated  airpseed,  indicated  altitude,  and  dive  angle  are  noted 
and  recorded.  The  procedure  is  repeated  at  varying  airspeeds  and 
dive  angles  to  obtain  lag  data  at  varying  rates  of  descent.  On 
missions  that  include  dives  for  lag  determination  (by  either  test 
method),  all  pitot-static  system  plumbing  that  supplies  a  photo¬ 
panel  (if  the  aircraft  was  so  equipped)  is  disconnected  so  that  the 
volume  of  the  pitot-static  system  will  closely  correspond  to  that 
of  the  operational  aircraft. 

The  calibrated  altitude  of  the  smoke  trail  is  calculated  from 
the  relationship 

H  =  H .  +  AH 

C  XC  PC 

pacer  *  pacer 


89 


where 


Hc  =  calibrated  pressure  altitude 


(feet) 


H-  **  indicated  pressure  altitude  corrected  for  (feet) 

1C 

pacer 


instrument  error  (pacer  aircraft) 


AH  =  correction  for  altimeter  position  error  (feet) 

pacer  (pacer  aircraft) 


The  altimeter  lag  during  any  given  dive  was  computed  as 
follows: 


AH-  =  H.  -  H  +  AH  (pitot-static  system) 

xag  lctest  c  pc* 


'test 


where 


AH 


*  correction  for  altimeter  lag 


(feet) 


Hic 


*  indicated  altitude  corrected  for  instrument  (feet) 


test 


error  (test  aircraft) 


AH, 


PC 


Hc  =  calibrated  pressure  altitude 


(feet) 


*  Correction  for  altimeter  position  error  (feet) 
test  (test  aircraft) 


The  rate  of 
the  smoke  trail 


R/D  -  (101. 


descent  of  the  test  aircraft  as  it  passed  through 
in  any  given  dive  cam  be  calculated  as  follows: 


'ic 


+  AV 


*7) 


test 


PC 


-  AV 


test 


'test 


Vo 


sin  y 
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where 


R/D  =  rate  of  descent  (feet/minute) 

=  indicated  airspeed  corrected  for  instru-  (knots) 

test 

ment  error  (test  aircraft) 


AV  =  correction  for  airspeed  position  error 

*  fpq  f- 

(test  aircraft) 


(knots) 


AV 


'test 


=  compressibility  correction  to  calibrated 
airspeed  (test  aircraft) 


(knots) 


o  =  density  ratio 

y  -  flightpath  angle,  angle  of  inclination  of  the  (degrees) 

flightpath  from  the  horizontal  plane 


Note  j 

During  lag  data  analysis,  a  standard  atmospheric  temperature 
profile  is  assumed. 

The  flightpath  angle  is  approximated  by  pitch  angle,  as ’ read 
from  the  production  aircraft  attitude  indicator. 

The  smoke-trail  method  has  the  advantages  of  providing  quick 
data  turnaround  time  and  requiring  only  the  support  of  a  smoke- 
equipped  pacer  aircraft.  A  series  of  dives  for  lag  determination 
can  be  conducted  at  the  end  of  a  scheduled  stabilized  pace  mission. 
The  accuracy  of  the  smoke-trail  method  is  primarily  dependent  on 
the  pilot's  ability  to  observe  and  record  instantaneous  readings 
of  altitude,  airspeed,  and  dive  angle  as  the  aircraft  passes 
through  the  smoke  trail  at  extremely  high  rates 
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of  descent  (rates  of  descent  up  to  60,000  feet  per  minute  can  be 
achieved).  Although  data  scatter  seldom  exceeded  ±100  feet,  the 
smoke-trail  method  is  considered  rather  marginal  for  precise  defi¬ 
nition  of  altimeter  lag,  due  to  the  inaccuracies  inherent  in  that 
technique.  However,  the  smoke-trail  method  provided  a  quick  means 
of  initially  determining  whether  altimeter  lag  presents  a  serious 
problem  in  a  particular  aircraft.  The  method  is  extensively  used 
for  this  purpose . 

Radar  Tracking  Method. 

In  the  radar  tracking  method,  as  the  name  implies,  the  test 
aircraft  performed  a  series  of  dives  at  various  rates  of  descent 
while  being  tracked  by  a  ground  radar  system.  When  using  the 
radar  tracking  method,  an  accurate  correlation  must  be  estab¬ 
lished  between  tapeline  altitude,  as  measured  by  the  radar,  and 
pressure  altitude,  as  displayed  in  the  aircraft.  That  correla¬ 
tion  is  established  during  these  missions  by  conducting  a  pressure 
altitude  survey..  The  test  aircraft  (assuming  that  the  pitot- 
static  system  calibration  had  previously  been  accomplished  and  the 
position  error  is  known)  or  a  pacer  aircraft  is  flown  in  stabi¬ 
lized,  level,  subsonic  flight  at  indicated  pressure  altitudes  of 
9,000,  10,000  and  11,000  feet  while  simultaneously  being  tracked 
with  radar.  By  constructing  a  plot  of  tapeline  altitude  versus 
calibrated  pressure  altitude,  a  correlation  is  established  between 
the  two  quantities  at  that  particular  time.  The  test  aircraft  is 
theri  climbed  to  a  higher  altitude,  usually  15,000  to  20,000  feet, 
and  put  into  a  dive  attitude  and  maintained  through  the  11,000-  to 
9,000-feet  altitude  band.  At  approximately  10,000  feet,  a  cor¬ 
relation  tone  is  activated,  which  initiates  a  trace  on  the  fadar 
tracking  data,  and  the  tone  is  stopped  at  an  indicated  altitude 
of  10,000  feet.  At  the  instant  the  tone  is  stopped,  the  corre¬ 
sponding  trace  on  the  radar  data  is  ended.,  The  pilot  records 
values  of  indicated  airspeed  and  dive  angle  which  existed  at  the 


10,000-foot  altitude  point.  By  performing  several  altitude  sur¬ 
veys,  spaced  throughout  the  mission,  a  time-varying  correlation 
between  tapeline  lag  and  rate  of  descent  is  calculated  in  the  same 
manner  as  discussed  for  the  smoke-trail  method.  Rat6  of  descent 
can  also  be  graphically  obtained  directly  from  the  altitude  time 
history  plot  recorded  by  radar.  Examples  of  altimeter  lag  test 
results  axe  shown  in  figures  IV  35  and  IV  36. 
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The  following  is  the  data  reduction  outline  for  determining 
the  altimeter  lag  using  radar  tracking  or  a  pacer  aircraft  smoke 
trail  for  reference. 


Step 

Parameter 

Unit 

Description 

© 

Point  No. 

© 

Counter  No. 

— 

Correlation 

Time 

hour/min/ 

sec 

Time  of  day 

©' 

vit 

knots 

Indicated  airspeed  • 

© 

Hit 

feet 

Indicated  altitude 

© 

AV*t 

knots 

Airspeed  indicator' instrument 
correction 

AHict 

feet 

Altimeter  instrument  correction 

© 

V 

knots 

(T)+  (b) Airspeed  corrected  for 
instrument  error 

(v 

V 

feet 

(5 )  +  (7) Altitude  corrected  for 
instrument  error 

© 

V 

— 

From  (¥) and  (?) ,  Mach  number 

Chart  8.5  in  reference  1 

© 

AHpc 

,pct 

feet 

From  aircraft  pitot-static 
system  position  error  curve 

©  . 

H 

ct 

feet 

(S)+  Qj)  Pressure  altitude 

© 

AVpct 

knots 

From  aircraft  pitot-static 
system  position  erfor  curve 

© 

vct 

knots 

(§)+  @  Calibrated  airspeed 

© 

Y 

deg 

Pitch  angle  -  from  cockpit 
attitude  indicator 

© 

AV 

c 

knots 

Compressibility  correction 
from  figure  V  in  the  Appendix 

© 

V 

e. 

knots 

[®  +  @  r  Equivalent 

t  airspeed 
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Step  Parameter 


Unit 


Description 


Altitude  table  and  12 
(101.27)  (  <@  /  ^  )  sin  y 
>r  Tracking. 

Radar  tapeline  altitude  at (3) 
Altimeter  lag  error  using  radar 
Pacer  Aircraft  Smoke  Trail. 


Indicated  altitude 


Indicated  airspeed 


Altimeter  instrument  correction 


Airspeed  indicator  instrument 
correction 

(^3)  +  £|)  Indicated  airspeed  cor 
rectecF  for  instrument  error 


+  (^4)  ,  Indicated  altitude 
corrected  fo*.  instrument  error 


Pacer  pitot-static  system 
position  error  curve 

Pacer  pitot-static  system 
position  error  curve 

@  +  0)  ,  Calibrated  airspeed 

©  +  @  »•  Pressure  altitude  of  - 
smoke  trail  reference 

(5j)  -  (Q)  ,  Altimeter  lag  using 
pacer  aircraft  smoke  trail 
reference 


dive  angles 
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Pitot-Static  System  End-to-End  Check  Procedure: 


The  following  material  is  representative  of  the  use  of  the 
TTU  205  pressure-temperature  test  set  in  providing  an  end-to-end 
check  of  nonstandard  temperature  and  pitot-static  system  in  test 
aircraft. 

A  schematic  of  the  equipment  used  to  accomplish  the  end-to- 
end  checks  of  the  pitot-static  system  is  shown  in  figure  (1) .  The 
instrumentation  test  equipment  required  is  the  following: 

1. '  Ground  Power  Cart  -  for  aircraft  power. 

2.  TTU  205  B/E  -  pressure/temperature  test  set. 

3.  Kollsman  Precision  Monitor  PPM)  transducers  (two 
required  to  measure  Pt  and  Pg  .pressures) . 

4.  Decade  Box  -  to  simulate  total  temperature  inputs. 

5.  Thermometer  -  to  measure  ambient  temperature. 

6.  Pitot-static  Probe  Adapters  -  to  connect  total  and 
static  pressure  lines. 

7.  Tube  Fittings  and  Valves  -  as  required  to  accomplish, 
plumbing  hookup. 

The  test  equipment  is  connected  (as  shown  in  figure  IV  37)  in  the 
following  suggested  order: 

A.  Connecting  the  total  pressure  lines: 

1.  Install  the  pitot-static  probe  adapter  on  the  pitot- 
static  probe. 
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2.  Connect  the  total  pressure  line  to  ,the  total  pressure 
fitting  on  the  adapter. 

3.  Connect  T-fitting  to  the  total  pressure  lines  which 
will  be  used  to  connect  the  Kollsman  Pressure  Monitor  (PPM) . 

4.  Connect  another  section  of  line  from  the  T-fitting  to 
the  TTY  205  test  set  total  pressure  connection. 

5.  Connect  the  Kollsman  PPM  to  the  T-fitting. 

b.  Connecting  the  static  pressure  lines: 

1.  The  static  pressure  lines  are  connected  in  the  same 
order  as  the  total  pressure  lines;  except  that  the  lines  are  con¬ 
nected  to  the  static  pressure,  fitting  on  the  pitot-static  probe 
adapter. 

Test  total  and  static  pressure  lines  may  also  be  connected  to 
the  total  and  static  pressure  lines  of  the  aircraft  if  special 
T-fittings  are  provided  in  the  pitot-static  system.  In  that  case, 
the  pitot-static  probe  total  and  static  pressure  source  ports 
have  to.be  plugged.  A  careful  check  must  be  made  to  determine  if 
the  pitot-Static  probe  is  provided  with  a  water  drain  hole.  The 
drain  hole  must  also  be  plugged  to  preclude  a  pitot-static  system 
leak . 

C.  The  deicade  box  is  connected  to  the  total  temperature  sys¬ 
tem.  The  installed  total  temperature  probe  is  usually  a  Rosemount 
total  temperature  probe.  The  temperature  probe  is  disconnected 
and  replaced  with  the  decade  box  which  will  be  used  to  simulate 
the  total  temperature  by  varying  the  resistance. 
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After  the  plumbing  hookup  is  completed  and  the  decade  box 
connected,  the  TTU  205  test'  set  and  the  Kollsman  PPM  transducers 
jure  connected  to  the  electric  power  sources.  Note  that  the  PPM 
transducers  require  110  VAC,  60  Hz  and  the  TTU  205  test  set  uses 
110  VAC,  400  Hz.  Before  power  is  applied,  a  careful  inspection  of 
the  plumbing  hookup  must  be  accomplished  to  ensure  that  the  total 
and  static  lines  are  properly  connected  and  that  the  total  and 
static  lines  have  not  been  crossed. 

Next,  both  the  aircraft  power  and  the  test  instrumentation 
power  are  turned  on.  The  aircraft  power  is  turned  on  first  and 
allowed  to  stabilize  for  a  few  seconds  before  the  test  instru¬ 
mentation  is  turned  on.  The  ground  equipment  TTU  205  test  set  and 
PPM  transducers  are  then  turned  on  and  allowed  to  stabilize.  The 
PPM  transducer  requires  at  least  15  minute*7  to  warm  up  before  data 
can  be  recorded. 

If  everything  is  ready  and  has  been  checked,  the  TTU  205  is 
set  to  a  low  airspeed  and  altitude  such  as  150  knots  and  3,000 
feet,  and  then  the  airspeed  and  altitude  values  are  slowly  in¬ 
creased  to  300  knots  and  15,000  feet.  An  observer  familiar  with 
the  operation  of  the  test  instrumentation  will  be  monitoring  the 
operation  in  the  cockpit  of  the  aircraft.  Similarly,  the  ground 
equipment  will  be  operated  and  monitored  by  a  qualified  technician. 
A  leak  check  of  the  pitot-static  system  is  accomplished  at  this 
point.  Both  the  altitude  (Ps)  and  airspeed  (Pt)  are  leak  checked. 
If  leakage  is  found  and  is  greater  than  the  allowed  specifications, 
the  leak(s)  must  be  eliminated  or  reduced  to  an  allowable  level 
before  continuing  any  further  with  the  ground  checks. 

After  all  the  preliminary  checks  have  been  accomplished  and 
the  plumbing  is  free  of  pneumatic  leaks,  the  ground  checks  can  be 
performed.  Data  will  be  obtained  and  recorded  using  the  attached 
forms  (figures  IV  38,  IV  39,  IV  40) . 


The  following  information  must  be  recorded: 

1.  Aircraft  type 

2.  Serial  number  (tail  number) 

3.  Date  of  test 

4.  Pitot -static  system  (production,  test,  etc.) 

5.  Pressure  transducer  serial  numbers: 

a.  Total  pressure  (Pfc) 

b.  Static  pressure  (P  ) 

5 

6.  Temperature  probe  element  serial  number 

7.  Central  air  data  computer  (CADC)  serial  number 

8.  Visual  cockpit  instruments  serial  numbers: 

a.  Airspeed  indicator 

b .  Altimeter 

The  following  data  will  be  recorded: 

A.  Cockpit  Data:1 

1.  Test  point  sequence  number 

2.  Correlation  number 

3.  Airspeed 
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4 .  Altitude 


5.  Mach  number 

6 .  Temperature 

B.  Ground  Data: 

1 .  Test  point  sequence  number 

2.  Airspeed  (TTU  205  B/E  test  set) 

3.  Altitude  (TTU  205  B/E  test  set) 

4.  Total  pressure  (Pt)  -  PPM  transducer 

5.  Static  pressure  (Pg)  -  PPM  transducer 

6.  Decade  box  setting  -  Temperature  input  simulation 

The  end-to-end  check  of  the  recorded  data  is  accomplished  by 
comparing  the  pitot-static  input  with  the  output  obtained  from  the 
cockpit  visual  displays,  instrument  readings,  or  from  the  airborne 
printer.  The  data  pressure  values  obtained  from  the  PPM  trans¬ 
ducers  ate  converted  to  airspeed  and  altitude  as  follows: 

A.  Input  Ps  in  in.  Hg  is  changed  to  altitude  by  using  the 
U.  S.  1962  standard  atmosphere  table  or  calculating  altitude  from 
the  altitude  equation. 

P_  =*  static  pressure,  in.  Hg 

Pfc  =*  total  pressure,  in.  Hg 
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V  =  calibrated  airspeed,  feet 

H  *  pressure  altitude,  feet 
c 

*c  =  AP  =  Pt  -  Ps 

for  Pg  6.68321  in.  Hg  (for  below  36089.24  feet) 

u  _  i  5  r  ,  **s  .0.190262  .  i 

Hc  “  “1*45442  x  10  t(5775H7?)  "1} 

B.  Input  Pt  in  combination  with  Ps  is  used  to  obtain  the 
indicated  airspeed  from  the  relation: 

Indicated  airspeed,  V.  =  f (AP) ;  AP  =  P  -  P  =  qc- 

1C  L  S  1C 

The  AP  differential  pressure  can  be  converted  to  indicated 
airspeed  from  an  impact  pressure  (qc:„)  table  or  calculated  using 

1C 

the  subsonic  aerodynamic  equation. 

For  V  =  661.48  knot;  q  <  26.71757  in.  Hg 

C  C 

Vc  *  661.48  +  1)2/7  -  1]}1/2  knots 

The  input  values  of  airspeed  and  altitude,  corrected  for 
instrument  error,  will  agree  with  the  output  values  within  some 
acceptable  hysteresis  or  tolerance  band.  If  the  aircraft  has  an 
onboard  computer  or  CADC  where  the  position  error  is  programmed, 
the  resulting  output  values  will  be  adjusted  for  the  magnitude  of 
the  position  error. 
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Aircraft: _ _  -  Pitot-Static  Syst.  No 


End-To-End  r.rn.md  Check  Reguirenents 


GROUND  CALIBRATION  CHECKS 


CROUNND  CALIBRATION  CHECKS 


A  Ircraf  t:_  _  _ _  S/N: _ | _  Date*: _ 

Pitot-Static  Svst.  No.: _  Amb.  Timp: 

at  2,000  ft  »  +L1.0°C 
20,000  ft  -  -24.6°( 


Figure  IV  39  Cround  Data  Record 
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GROUND  CALIBRATION  CHECKS 


Date: 


-44 . 5°C 
-56 . 5°C 
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APPENDIX  I 


The  following  information  and  data  reduction  aid  curves  arc 
presented  for  use  in  the  suggested  airspeed  calibrations  data 
reduction  outlines . 

INFORMATION 

1.  Tower  Fly-Bys  Regulations  (AFFTCR  55-2) 

2.  Operation  of  Polaroid  Camera 
LIST  OF  APPLICABLE  CURVES 

Figure  Title 

V  5  Compressibility  Correction  to  Calibrated  Airspeed 

V  6  AM  /AV  Versus  Indicated  Mach  Number 

pc  pc 

V  7  AV  Versus  Indicated  Airspeed  for  Values  of  AP  /q 

PC  P  cic 

V  8  AH  /AV  Versus  Indicated  Airspeed 

pc  pc 

V  9  AM _ /AH _  Versus  Indicated  Mach  Number 

pc  pc 

V  10  AM  /AP  /q  Versus  Indicated  Mach  Number 

pc'  p  yic 

V  11  Standard  Altitude  Table 

V  12  Conversion  Chart 

V  13  Psychometric  Chart 

V  14 A-  Airspeed/Mach  Number  Conversion 

14M 
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AFFTC  REGULATION  55-2,  VOLUME  I  (Cl) 


1  February  19*50 


12- IS  -  TOMER  FLYBY  LINE: 

a.  Description.  The  tower  flyby  line  (Figure  12-18)  is  a 
subsonic  airspeed  calibration  facility  wnich  runs  parallel  to  the 
extended  centerline  of  runway  04/22  aporoxinately  midway  between  the 
ramp  and  runway,  starting  at  the  northern  edge  of  Rogers  Dry  Lake  and 
terminating  approximately  at  the  west  taxiway.  Pattern  alignment 
markers  are  located  on  the  lake  bed  between  the  flyby  tower  and  the 
eastern  edge  of  Rogers  Dry  Lake.  Missions  will  be  conducted  VFR 
during  daylight  hours  only. 

•b.  Pattern.  The  standard  tower  flyby  pattern  is 

approximately  four  MM  wide  and  eight  NM  long.  Variable  short 
patterns,  commensurate  with  mission  requirements,  may  be  flown  in  the 
shaded  aren.  The  downwind  leg  may  be  extended  a  maximum  of  three  NM 
to  accommodate  speeds  m  excess  of  400  knots  true  airspeed  (KTAS). 
When  extending  tne  downwind  leg,  maintain  the  standard  rectangular 
pattern  and  ensure  that  the  turn  to  final  is  made  aDeam  of  the  VORTAC. 
No  deviations  will  be  made  from  tne  downwind  altitude  of  3.500  feet 
MSL.  The  flyby  pattern  is  east  to  west,  right  turns  only,  and  at 
speeds  of  less  than, Mach  1  True.  The  crosshatched  area  is  an  optional 
short  turnout  between  m3in  base  and  the  housing  area  f.or  low 
performance  (reciprocating)  aircraft  only.  High  performance  aircraft 
will  go  outside  the  r.ousina  area.  Turnout  east  of  housing  area  (short 
turnout)  will  not  be  made  if  aircraft  are  carrying  external  stores 

other  than  fuel  tanks  or  if  the  drop  zone  is  active.  Turn  to  downwind 

will  be  extended  toward  the  northwest  approximately  two  additional 
■lies  when  the  DZ  is  active. 

c.  Procedures: 

(1)  Pilot  will: 

(a)  Contact  Edwards  Tower  for  clearance  prior  to 

entering  flyby  pattern. 

(b)  Maintain  communications  with  Edwards  Tower 
during  flyby  operations  (318.1  primary)  and  make  radio  calls  per 
Figure  12-18.  Advise  Tower  when  snort  turnout  is  to  be  made  or  when 
downwind  leg  is  to  be  extended. 

(c)  Abort  flyby  missions  when  communication  with 

Edwards  Tower  Is  lost. 

(d)  Maintain  separation  from  other  aircraft  In  the 
Tower  flyby  pattern. 

(e)  Advise  Edwards  Tower  on  downwind  leg  of  last 
pattern  and  Intentions  thereafter. 

(2)  Edwards  Tower  will: 

*  (a)  Grant  flyby  line  clearance. 

<b>  When  the  drop  zone  is  active  advise  all  aircraft 
utilizing  the  tower  flyby  line  that  the  drop  zone  one  mile  nofth  of 
the  housing  area  is  active,  surface  to  appropriate  MSL;  live  jumps  arc 
in  progress.  All  aircraft  avoid  the  area  by  two  N't. 


POLAROID  CAMERA  OPERATING  INSTRUCTIONS 

1 ^ _ General : 

This  camera  system  has  been  designed  and  built  especially  for 
recording  aircraft  fly-by  data.  Study  both  the  instructions  pro¬ 
vided  herein  for  making  lens  settings  and  the  POLAROID  FILM  HOLDER 
instructions,  posted  in  the  Fly-By  Tower,  before  attempting  to 
load  and/or  use  the  camera. 

2.  Lens  Settings; 

To  obtain  an  image  of  both  the  wire  grid  ( approximately ,  4 
feet  from  the  camera)  and  the  test  aircraft  (approximately  1,400 
feet  from  the  camera)  maximum  depth  of  field  is  required.  This  is 
obtained  by  using  a  very  small  lens  opening  (high  aperture  number) . 
To  obtain  a  high  aperture  number  of  f;90  this  lens  has  been  fitted 
with  a  "pin-hole"  diaphragm  which  will  provide  sharp  focus  from 
approximately  24  inches  to  infinity.  Use  of  the  pin  hole  diaphragm 
requires  the  lens  aperture  to  be  set  at  f:4.5.  The  lens  aperture 
setting  lever  is  shown  in  figure  V  2.  Recheck  that  this  settinq  is 
at  f : 4 . 5  (maximum  clockwise  position  when  facing  lens). 

3 .  ,  Exposure  Time : 

with  the  aperture  fixed  at  f:90,  as  described  above,  there  is 
only  one  adjustment  that  is  made  to  compensate  for  changing  light 
conditions.  Shutter  opening  time  is  set  by  rotating  the  annular 
ring  as  shown  in  figure  V  3  and  aligning  the  desired  time  with  the 
index.  This  ring  should  never  be  turned  to  the  "B"  or  "0"  posi¬ 
tion.  If  this  occurs,  disassembly  of  the  lens  may  be  required. 

Determination  of  exposure  time  is  made  using  a  photographic 
exposure  meter  set  for  an  ASA  film  speed  of  3200  Snd  reading  the 
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exposure  time  to  be  used  with  an  aperture  of  f:90  for  the  existing 
light.  The  computation  as  read  on  the  meter  is  the  setting  used 
and  set  as  described  in  the  preceding  paragraph.  Usually  a  trial 
photograph  is  taken  before  the  fly-bys  are  started  to  check  Li  the 
camera  xs  functioning  properly  and  to  determine  if  the  exposure 
time  (shutter  speed)  is  approximately  correct  since  an  exposure 
meter  is  not  always  available.  The  usual  exposure  time  is  1/125 
of  a  second. 

4.  Shutter  operation:  1 

The  GRAFLEX  OPTAR  lens  installed  on  the  camera  must  be 
"cocked"  or  wound  prior  to  each  exposure.  This  is  accomplished  by. 
grasping  the  sunshade  as  shown  in  figure  V  1  and  gently  rotating 
the  sunshade  approximately  120  degrees  iii  a  clockwise  direct  x  n. 

The  shutter  opening  lever  (small  lever  at  lower  left  of  lens  mount) 
should  always  be  in  the  down  or  "C"  (closed)  position. 

Cocking  of  the  shutter  should  be  the  last  function  performed 
before  taking  a  picture.  The  shutter  is  tripped  by  use  of  a 
flexible  shutter  release  cable.  This  technique  should  always  be 
used  to  avoid  imparting  any  motion  or  vibration  to  the  camera. 
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Figure  V  1 


Fignre  V  2 


Figara  V  3 
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Figure  V  S  COMPRESSIBILITY  CORRECTION  TO  CALIBRATED  AIRSPEED 
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RATIO  OF  MACH  MLYER  TO  AIRSPEED  INDICATOR  POSITION  EkKOk  CORREC¬ 


TIONS,  Af'pC/AVpC  (1/knots)  versus  INDICATED  MACii  LUMBuR  CORKLCTED 
FOR  INSTRUMENT  ERROR,  M.  for  INDICATED  PRESSURE  ALTITUDE  COR- 

1  v 

RECTED  FOR  INSTRUMENT  ERROR,  H .  (feet)  =  CONSTANT 


AMPC  _  P*SL  1  Vic  n  ..  Ac  2.2,5  (1  =  °*2  Kic2)  Vic  1  aSL 

-  -nr  r*  sr  (1  +  °-2  }  — :r~ - r,  <  i.uu 

pc  SE  s  Sd  SL  re  ic  -- 


AM  Pact  i  V.  V.  2  2.5  M.  (7M. 

av22  ■  -T2  11  +  °*2  (Ji£)  1  — - ¥■ - 

AVpc  5dSL  Ps  aSL  aSL  (2M. „2  -  1) 


-1>  Ac-^SL 


1C 


Ac  L. 


AM  „ 

_ E£ 

A  V 

pc 


Vic  6  Vic  2 

166.921  PasL  l  «4;>  12 -  11  Mic  (7H  2-l>  V.c  »  aSL 


SL 


5  V.  2 

S  l7^)  -  1J 

aSL 


13 


<“ic*  ‘  1} 


Ac  -  aSL 


where  I<aSIi  *  29.923.26  in.  Ilg;  aSL  =  601.4b  knots  and  P  is 

measured  at  11.  . 

ic 


Note:  This  curve  is  valid  for  small  errors  only,  (say  AVpc  <  10 

knots  or  AM  „  «  0.04)  and  should  not  be  used  when  the 
pc 

position  error  is  larger. 


Figure  V  8  AM  7AV  vs  Indicated  Mach  Number 

nr  nr 


10  *0 


ivy, 


TINUED) 


TWil.it 


INDICATED  MACH  NUMBER,  Mlc 
Flf»r*  V  I  (CONCLUDED) 


AIRSPEED  POSITION  ERROR  CORRECTION ,  AV^c  (knots)  versus  INDICATED 
AIRSPEED  CORRECTED  FOR  INSTRUMENT  ERROR,  V.  (knots)  for  POSITION 

X  c 

ERROR  PRESSURE  COEFFICIENT,  AP  /q  . 

p  ^cic 

For  Vic  i  aSE' 


V.  V.  2  J‘r>  AP  V.  2  V.  2 

A_  1. 4  (-^)  11+0.2  (-±C-)  ]  — +0.7  (1+0.2  (~)  J  (l+1.2(-i£)  J< 

APr.  aQT.  ao.T.  a«r.  ac;r.  a<:i.  ' 


V .  2  1  *  J 


V.1  2 

(1  +  0.2  (-*£)  ) 

aSL 


F°r  Vic  i  aSE' 


.fvicv,2(^>2’  11 

7<nr>  ^  +  ? 


SE  V.  2  a  . 

[7(-i£)  -  IJ  SL 
aSL 


V.  4  V.  2 

(7(-±£)  -  4,5  (-±£)  +  3]  , 

aCT  a„r  AV _ 2 

SL  SL  /  DCt 

- v - 2 - 5 -  > 

(7(-i^)  -  1)  ,  SL 

aSE 


V .  °  ^  ® 

v4  i  i7,4z’  -11. 

',L  lo0.921{— ) 

aSE 


where  a,.T  ■  661.48  knots 


Example : 


Given: 


V.  ■  700  knots ;AV 
ic  .  pc 


-20  knots 


Required : 


AP  /q 
p'^cic 


Solution:  Use  figure  V  7  (concl.J  For  tho  tlvan  conditions. 


A  P  /q 
d/mcic 


0.0  70 


FlfW*  V  7  AV  vs  Indicstod  Airspeod  For  Values  of  AP  /a, 
p  p  MCic 


(Knots) 


500 

600  700 

800 

900 

1000 

INOICo  TED  AIRSPEED, 

.  Vic 

(Knots) 

l-tfctfre  V  I  (CONCLUDED) 

L'.’-r 


ratio  or  altimltek  to  aik:;i*lld  indicator  position  lrror  corrections 


All  /A V  (feet/knots)  versus  INDICATED  AIRSPLLD  CORRECTED  FOR 
pc  pc 

INSTRUMENT  ERROR,  V.  (knots)  for  INDICATED  PRESSURE  ALTITUDE 

XC 


CORRECTED  FOR  INSTRUMENT  ERROR,  H.  (feet) 

1C 


CONSTANT 


Ail  co  c.cc  V-  V.  2 

_E£  „  ,_i£,  [i  .  o.2<-i£)  ] 

4Vpc  «s  SL  SL 


2.5. 


V.  <  a_T 
XC  —  SL 


AU£C  _  48,880  (Vic}  6  U(Vic/aSL)  ~  11 


AV 


pc 


*SL  17  ^ic/^  -  11 


3 .  1> 


V.  >  a,., 
ic  —  SL 


where  o  is  measured  at  11.  anu  a_.  -  661.48  knots 
s  ic  SL 


Note:  This  curve  is  valid  for  small  errors  only,  (say  Aiipc  <  1000 

feet  or  AV  <  10  knots).  Chart  3.13  should  be  used  for 
pc 


larger  errors.  (Reference  I,  P.  22S) 


Example: 

Given: 


H,  -  20,000.  feet;  V.  -  600  knots;  All  „ 
ic  ic  pc 


2000  feet 


Reauirca:  AV  in  knots 

pc 

Solution:  For  the  given  congitions 


AHpC/AVpC  -  147  feet/knots 
AU 

4VPC  ’  3:-|  ■  ?!v--  ■  13  • 6  knots 

*  pc'  pc 


Figara  V  I  AH  /AV  vs  Indicated  Airspeed 
P«  pc 


125 


300 


INDICATED  AIRSPEED,  V{ 
r.2  »  V  8  (CONTINUED) 


{ Sio 


_/AV  ,  (feet/knots) 


fit  fi  AFFTC-TN-S9-22 
Chart  8.12 


2  2/5 

(Ii£j[l  ♦  0.2  C— )  3 

AVpc  S  Si  Si 

Vic  ^  Si 


Pigure  V  8  (ccecl.)  AH  C/AV  .  w  Indicated  Airspeed 


IuLICATLD  MACH  NUMBER  CORRECTED  FOR  INSTRUMENT  ERROR,  M.  versus 

ic 

RATIO  OF  MACH  METER  TO  ALTIMETER  POSITION  ERROR  CORRECTIONS,  AM  / 

pc 

AH  (1/feet)  for  INDICATED  PRESSURE  ALTITUDE  CORRECTED  FOR  INSTRU- 

pc 

ME NT  ERROR,  ^  ■  (feet)  =  CONSTANT 


AM 


A1I 


J2£ 


0.007438 


pc 


(1  ♦  P.2  H./) 

Tas  Mic 


n.  <  l.oo 

1C  — 


AM 


AH 


££ 


pc 


0.001488 


HMj/  -  1) 
UKio2  -  1) 


M.  >  1.00 
ic  - 


where  T  is  measured  at  H .  . 
as  ic 

Note:  This  curve  is  valid  for  small  errors  only,  (say  All  <  lOuO 

Pc 

feet  or  .AM  <  0.04).  Chart  8.15  should  be  used  for  larqe 
errors.  (Reference  1,  P.  238) 


Flpri  V  |  AM  /AH  vs  Indicated  Mach  Number 
pc  pc 


129 


(AMpc  /  AHpc)  x  10  5  (10  5/ Feet) 

Figure  VS  (CONCLUDED) 


INDICATED  MACII  NUMBER  CORRECTED  FOR  INSTRUMENT  ERROR;  M.  versus 

1C 

RATIO  OF  MACH  METER  POSITION  ERROR  CORRECTION  TO  POSITION  ERROR 

PRESSURE  COEFFICIENT ,  AM  /(AP  /q  .  ) 

pc  p  cx  c 


[  AP  /q  .  j 
p/Mcic 


(1  +  0.2  M.  ) 

x  C 

1.4  M. 
ic 


[(1  +  0.2  Mic‘6) 


M.  <  1.00 

1C  — 


Note:  This  curve  is  valid  for  small  errors  only,  (say  AM  <0.04 

pc 

or  AP  /q  .  <  0.04).  Chart  8.18  should  be  used  for  larger 

p  CX  c 

errors.  .(Reference  1,  P.  259) 


Flpre  V  II  AMpC/APp/qcic  V*  Indic*ted  Mach  Nunber 
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INDICATED  MACH  NUMBER, 


STANDARD  SEA  IEVEI  AIR: 
T  5»”F 

P  2*921  IN.  OF  HO 


W  .074423  li  CU  FT  p..  00J37I9  SLUGS  CU  FT 

1“  OF  HG  70.732  II  SO  FT  0.4912  II  SO  IN 
».  -  1114.19  FT  /SEC 


•ASED  ON  INTERNATIONAL  CIVIL  AVIATION  ORGANIZATION  (ICAO)  STANDARD  ATMOSPHERE 
(NACA  TECHNICAL  REPORT  NO  123S) 


ALTiruOi 

HIT 

OINSITV 

RATIO 

p/p.. 

TfMFtVATURf 

snio  of 
sound  RATIO 

mmmm 

sm 

1/  »/  <j 

MG  F 

MO  C 

mgsm 

1  03*1 

0  *714 

44  137 

18  967 

1  0064 

32  15 

1  02*4 

—  >000 

1.02*4 

0*855 

4?  344 

14.981 
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31.07 

1.0000 

1  0000 

3*  000 

15  000 

1.0000 

7**7 

1  0000 

971! 

l.OUl 

35  434 

13  019 

.♦*64 

78  84 

9428 

1  02** 

31  848 

11038 

.**31 

27  82 

*298 

.91  51 

1  0454 

48  307 

9  057 

*8*6 

76  87 

.8962 

4000 

1181 

1  0411 

44  733 

7  075 

*842 

25  84 

.8637 

1  077  3 

4114* 

5  0*4 

♦827 

24  *0 

HI  20 

813* 

1  0931 

37  603 

3  113 

.*7*7 

73.  *8 

8014 

8104 

1  1107 

34.017 

1  >32 

*736 

JJOT 

.7840 

1  177* 

30  471 

—  0  84* 

♦771 

77  77 

74, » 

9' >00 

7420 

1  1454 

26  *03 

—  2  83) 

V686 

21  3* 

7148 

7385 

1  1637 

73  331 

—  4  812 

.9650 

n  s« 

4877 

71)4 

1.1822 

19  771 

—  6  7*3 

96>4 

I*  7* 

6614 

69*13 

1  2011 

16  704 

—  8  774 

.957* 

19  0] 

4360 

.4713 

1  2205 

1  2  640 

—10  754 

.9543 

IS  7* 

6>U 

14000 

4300 

1  2403 

9  074 

—  >2  737 

.*507 

17  58 

5873 

42*2 

1  2404 

5  508 

—  14  718 

.*470 

16  8* 

5643 

4090 

1  2815 

1  941 

—  16  6** 

9434 

14.77 

5470 

1 7000 

58*2 

1  3028 

—  1  473 

—  18  48 1 

.9397 

15  57 

5703 

54** 

1  3244 

—  3  191 

—  70  642 

.93 61 

14.94 

49*4 

190'  >0 

.5311 

1  3470 

_  •  737 

—  27  443 

*374 

14  34 

4/*l 

TO 00 

5328 

1  3700 

—  12  323 

—  24  674 

•787 

13  75 

45*5 

5150 

1  3935 

—  15  84* 

—  26  603  . 

♦250 

13  18 

4406 

4*74 

1  4176 

—  19  434 

—  78  587 

♦21) 

1?  44 

47/1 

■J  I'H  M| 

480/ 

1  4424 

—  73  072 

—  30  568 

*1/5 

17  11 

4046 

7  \<i*  «* 

4442 

1.4678 

-  26  588 

—32  i4* 

*138 

11  60 

16/A 

J.‘X>0 

4481 

1  4938 

—  30  154 

—34  530 

•100 

n  io 

3/11 

4175 

1  5204 

—  33  770 

—34  511 

*062 

10  63 

153/ 

4173 

1  5480 

—  17  284 

—38  4*2 

*074 

10  17 

11*6 

4023 

1.3762 

—40  852 

-  40  471 

8*84 

*  /75 

1/30 

)*JMI 

1  4037 

—44  419 

—4/  453 

6*48 

•  7*7 

no/ 

3741 

1  434* 

—47  983 

—44  434 

.8*04 

8  88S  ' 

7*70 

3’000, 

3603 

1  4454 

—  31  331 

--44  417 

.8871 

8  488 

283/ 

3473 

i 

—35  117 

—48  3*8 

8837 

•  l<* 

.2/0* 

3  1  >00 

3345 

1  7  791 

—  3*683 

— :o  37* 

87*3 

7  7)/ 

2386 

340CO 

3220 

*  7623 

—4 7  J49 

—  57  361 

8734 

746/ 

;■  .oo 

30*9 

1  7*64 

—45  8»6 

—  54  342 

8714 

7  04  . 

2151 

3A'  00 

•;*8» 

l  8315 

—69  387 

—  36  323 

•675 

6  71 ' 

7741 

3  '  <:-i 

>/’  <,u 

2844 

1  8/53 

— 69  700 

--36  500 

.8671 

6  )*•  . 

71.18 

7/10 

1  9  209 

-49  700 

—  56  500 

•4/1 

6  05, 

/Ol8 

i'F'.o O 

/SHI 

1  96/7 

—  49  700 

—  56  300 

86/> 

5  81 

1947 

4"  •  <> 

746/ 

7  0133 

-  49  700 

—54  300 

8471 

5  5)8 

1.131 

4'  '  •> 

/J46 

7  0443 

—  49  700 

—  36  300 

16/1 

3  17a 

1  /  a4 

4  -  '<*  ’0 

7234 

7  1  144 

—6*  700 

—  54  >00 

•4/1 

5  OJO 

1AHI 

4  .#000  • 

2111 

7  1667 

—  69  700 

—  36  300 

44/1 

4  794 

160/ 

440*>0 

203  > 

2  218* 

—6*  700 

—  56  300 

.8471 

4.  9 

,  15// 

4  ’-000 

19)4 

2  2778 

—6*  700 

—  36  500 

.1671 

4  133 

1'4SS 

1843 

2  3711 
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—  54  500 

8471 

4  ISI 

1  1K7 

•  47'  ’OO 

1738 

2  3848 

•-4*  700 
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F4/» 

3  *34 

1  «// 

4H‘-00 

.1474 

2  44  78 

—49  700 

—  56  300 

86/1 

3  7*'. 

« It. 0 

4*000 

15*7 

2  5077 

—4*  700 

—  54  300 

8471 

3  5*1 

1  /0I 

yw) 

1322 

7  5410 

—4*  700 

—  54  500 

8471 

3  473 

M  4  5 

s>  ooo 

1431 

2  4734 

—6*  700 

—  54  300 

8471 

3  764 

1091 

5/000 

1313 

2  68*7 

—  34  300 

•471 

3  nr 

1040 

•  s  100*1 

1318 

2  7  546 

—4*  700 

— 5A  500 

84/1 

7  *63 

t‘9'hit 

34000 

>734 

7  8714 

—A*  700 

—  54  300 

86/1 

/  876 

09444  * 

S'.'KiO 

117  7 

7  8*03 

—A*  700  , 

-  34  300 

64/ 1 

7  6*1 

OS'lMt 

J60<0 

1141 

7  *406  • 

--  69  700 

-36  SO0 

.86/1 

/  56/ 

5/F;.H)  • 

3*000 

108/ 

1034 

3  0374 

3  1043 

—A*  700 
-  4*  700 

—  36  300 

—  36  300 

84/> 

86/» 

7  444 

7  JJ1 

oh  1/6 
0  //*/ 

3*<“00 

0*877 

3  181*  ■ 

—4*  700 

—36  500 

•4/1 

7  777 

o/4 /A 

4i,0O0 

0*414 

3  73*3 

—6*700 

—  34  300 

.847) 

7  118 

0/0/6 

4 1  >n0 

08*7? 

3  3184 

—4*  700 

—  56  300 

8471 

7  018 

06/46 

i/'OO 

08531 

3  41*8 

—6*  700 

—  34  500 

8471 

1  *74 

064/9 

4  luOfi 

08150 

3  507* 

—6*  700 

-  34  300 

8471 

1  831 

OM  // 

44CUO- 

07747 

3  5881 

—4*  700 

—  34  300 

847) 

1  747 

OSMO 

♦  '■>000 

0740) 

.1  4754 

—4*  700 

—54  500 

•471 

1  445 

U3SA4 

Flprt  V  11  STANDARD  ALTITU0K  TAILS 
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STANDARD  UNITS  CONVERSION 


HOTIl 


TO  OBTAIN  U  •  GALLONS  MULTIPLY  LITCMS  BV  0.1*4 
TO  OBTAIN  IMACNIAL  GALLONS  MULTIPLY  LITERS  BV  0.110 
TO  OBTAIN  INCHCB  OT  MERCURY  MULTIPLY  MILLIBARS  BV  .010* 


•I  NtlKW  J-lHrM  ■  V4i  Hi' 


Flgiri  V  12  STANOARO  CONVERSION  CHART 
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Sr 


x 


8 


»- 


5 - ST 


8 - 3- 


►.  O 

•  • 


Flprt  V  IS  PSYCHROttETMC  CHART 
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AIRSPEED/MACH  NUMBER  CONVERSION 


MACH  NUMBER,  M  versus  CALIBRATED  AIRSPEED,  V  for  PRESSURE 

w 

ALTITUDE,  H  «  CONSTANT 
c 

and 

MACH  NUMBER,  M  versus  CALIBRATED  AIRSPEED,  V  for  STANDARD  DAY 
TRUE  SPEED,  V  =  CONSTANT 

also 

INDICATED  MACH  NUMBER  CORRECTED  FOR  INSTRUMENT  ERROR,  Mic  versus 
INDICATED  AIRSPEED  CORRECTED  FOR  INSTRUMENT  ERROR,  Vic  for 
INDICATED  PRESSURE  ALTITUDE  CORRECTED  FOR  INSTRUMENT  ERROR,  Hic 
CONSTANT 
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MACH  l(  .1BER 


MACH  MBER 


MACH  M 


MACH  \'  :.V. t:.it 


MACH  {_  MBE 


MACH  NUMBER. 


MACH  .NUMBER. 


1.  >oU 


i  ii. 


I  u 


>.  l  ira 


I.  12 


I.  10 


1.08 


1.08 


1.04 


1.02 


1.00 


300  320  340  360  380  400  420 

FIGURE  V  14K  CALIBRATED  AlHSPEED,  Vc  (Knot*) 


440 


460 


LIST  OF  ABBREVIATIONS  AND  SYMBOLS 


Item 

Definition 

Unit 

AFFTC 

Air  Force  Flight  Test  Center 

— 

AFTR 

Air  Force  Technical  Report 

— 

ALT 

altitude 

ft 

ARPS 

Aerospace  Research  Pilot  School 

— 

A/S 

airspeed 

kt 

avg 

average 

— 

at 

test  day  speed  of  sound 

kt 

C 

' centigrade 

— 

CAS 

calibrated  airspeed 

kt 

CL 

lift  coefficient 

CTR 

counter 

— 

DIR 

direction 

EL 

elevation 

ft 

FAT 

free  air  temperature 

deg  C 

ft 

feet 

— 

FREQ 

frequency 

me 

FLT 

flight 

— 

Hi 

_  indicated  altitude 

ft 

Hic 

indicated  altitude  corrected  for 
instrument  error 

ft 

AHic 

altitude  correction  for  instru¬ 
ment  error 

ft 

AH 

incremental  height 

ft 

AHpc 

altitude  position  error  correc¬ 
tion 

ft 

lr>0  . 


Item 

Definition 

Unit 

H 

c 

pressure  altitude  =  H.  +  AH 

ic  pc 

ft 

AHt 

fly-by  tower  height 

ft 

ht 

tapeline  altitude 

ft 

«g 

mercury 

-- 

hr 

hour 

— 

Hz 

frequency 

Hertz 

in. 

inches 

— 

Ind 

indicator 

— 

ICAO 

International  Civil  Aviation 
Organization 

— 

IAS 

indicated  airspeed 

kt 

kt 

knots 

Kt 

temperature  probe  recovery 
factor 

dimensionless 

M 

Mach  number  obtained  from  V„  and 

H  C 

c 

dimensionless . 

me 

megacycles 

M. 

xc 

indicated  Mach  number  corrected 

for  instrument  error,  obtained 

from  V.  and  values 

ic  ic 

dimensionless 

AM 

pc 

Mach  number  position  error 
correction 

dimensionless 

r  v 

min 

minutes 

NACA 

National  Advisory  Committee  for 
Aeronautics 

No. 

number 

— 

P 

a 

ambient  pressure,  from  H 

c 

in.  Hg 

P«SL 

standard  atmospheric  pressure  at 
sea  level 

.  '29.92126  in.  Hg 

151 


152 


Item 

Definition 

Unit 

T. 

1C 

Indicated  air  temperature  cor- 
corrected  for  instrument  error, 
t.  +  273.16 

1C 

deg  K 

t 

time 

sec 

TO 

takeoff 

— 

vac 

volts  alternating  current 

— 

vdc 

volts  direct  current 

— 

V 

g 

ground  speed 

kt 

vi 

indicated  airspeed 

kt 

AVic 

airspeed  indicator  instrument 
correction 

kt 

V  . 

1C 

indicated  airspeed  corrected  for 

instrument  error  =  V.  +  AV. 

1  1C 

kt 

AV 

pc 

airspeed  position  error  correction 

.  kt 

Vc 

calibrated  airspeed  =  V .  +  AV, 

ic  pc 

kt 

AV 

c 

airspeed  compressibility 
correction 

kt 

vt 

true  airspeed  =*  38.967M/T^,  for 
test  conditions  use  Tafc 

kt 

Ve 

equivalent  airspeed  m  V  -  AV  or 

v  /o”  c  c 

t  t 

kt 

6ic 

Paic/29*92126 

dimensionless 

°t 

Tat/288.16 

dimensionless 

P 

air  density 

slugs/ft2 

PSL  air  density  at  sea  level  siSgs/ft^ 

pat 

°t  Pt/PSL  «  9.6306 


dimensionless 


Item 


Definition 


Unit 


wt 

test  gross  weight 

Subscripts 

• 

a 

ambient 

a/c 

test  aircraft 

c 

calibrated 

db 

dry,  bulb 

i 

indicated 

ic 

instrument  corrected 

L 

lag 

o 

remote  or  free  stream 

s 

standard  day  conditions 

SL 

sea  level 

t 

test 

P 

pacer 

pc 

position  error  correction 

wb 

wet  bulb 

lb 


